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color-balanced 


Surprise! . .1S W hat any one W ould e Xpress on first 


seeing a kitchen like this.. 
It’s so supremely good looking! 


Yet it really is a kitchen, with not one jot of its 
functional efficiency lost. Rather, it’s an even 
better kitchen. 


That is the magic of Suntile, and its “surprises” for 
you will never end. 


From the beginning, you'll be surprised at the 
almost limitless number of Suntile color combina- 
tions available ... at the decorating ease you'll 


have with Suntile’s Color-Balance...at the way 





SUNTILE OFFERS YOU BOTH s+ 


Such is the magic of 








you can blend your own ideas, your own person- 
ality, into a color-perfect room. 

As the months and years roll on, more “surprises” 
will come when you note the infinitesimal amounts 
you pay for maintenance! Suntile is real clay tile. 
It resists w arping, chipping and cracking... .is so 
easy to clean... stays beautiful without any paint- 
ing or redecorating of any kind. 

For your interiors — kitchen, bathroom, utility 
room, any hard-working room—see your Author- 
ized Suntile Dealer. He has been care fully selected 
to give you the guaranteed expert inst: ation this 
fine tile deserves. You can get his name from your 
phone book or by writing us. 


“Personally Yours’’ a new Suntile idea book. 

Send today for your free copy of this beautiful booklet. 
Shows you how to express your own decorating ideas, 
tastefully and originally, in radiant, new Suntile colors. 
Write to Dept. MB-6, The Cambridge Tile Mfg. Co., 
P. O. Box 71, Cincinnati 15, Ohio. 


BETTER TILE -» 
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COLOR BALANCED 





Buntile 


A real clay tile 4 
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ARCHITECTURE AND THE POWER AGE 
Industry’s structural methods have already become a source 
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setting. 
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Credit Curbs Bite Housing Hard 
While Other Building Booms 


Like a diver who comes up too fast from ocean’s depths, the U. S. home-building industry 
developed pains in the chest last month. In housing’s case, it was from going down too fast, 


but it was just as agonizing. 


Instead of zooming with the advance of Spring, housing, despite the carry-over of last 


y 


‘ 


ear’s committments, marked time in May. Preliminary estimates put the number of non- 
farm dwellings begun during the month at 97,000, a rise of only 9,000 from April, and 
52,000 (or 35%) below May of last year. 


At this, for the first time Government planners began to worry that perhaps home builders 
—long suspect by some segments of Congress as “wolf” criers—had been right in predicting 
that housing would suffer a dizzy crash unless restrictions were eased. 

There was no doubt about it: The Federal Reserve Board’s brakes on credit had pricked 


the housing bubble. Under Regulation X, 
buyers lacked cash to buy (see p. 13). With 
the mortgage pinch (see Round Table re- 
port, p. 102a), which was triggered by the 
FRB’s decision to let Government bonds 
fall below par while the Treasury hiked 
interest rates, builders lacked the cash to 
build. 

Thoughtful observers conceded that 
some cutbacks on housing were vital. Much 
more than 1,000,000 starts a year would 
overtax the materials supply for housing, 
continue to inflate prices as did last year’s 
1,400,000 starts. But a lot of builders now 
argued that the screws were turned too 
tight, that housing—programmed by the 
HHFA for a 40% cutback to 850,000 starts 
—had become mobilization’s whipping boy. 

Faulty reasoning. On the optimistic 
side, FRB Chairman Robert McChesney 
Martin Jr. told the Senate Banking Com- 
mittee he foresaw 1,200,000 starts. How- 
ever, his prediction followed a report by 
FRB and HHFA technicians which naively 
assumed that the rate of the first three 
months would continue all year. Better in- 
formed economists were betting that 1951’s 
home building peak was reached in May, 
that no succeeding month would be as high 
as April, that even the 850,000 goal set by 
Ray Foley’s HHFA was improbable. More 
likely, they thought, builders would average 
about 58,000 starts a month for the rest of 
the year, wind up building 800,000 private 
homes or less. 

Reinforcing this viewpoint, FHA report- 
ed applications for insurance on new home 
and project mortgages for the first four 





IN THE NEWS 


Among the next 25 pages, you'll find reports 
on these developments: 


Housing market softens 








p. 13 
Is there a steel shortage? p. 12 
Architects rap FHA in Miami p. 27 
BOCA convention . p. 26 
NABOM convention p. 31 
Notional Savings & Loan convention p. 30 
Builders gobble San Diego housing quota p. 19 
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Source jureou of Lotor Statistics 


months of 1951 totaled only 35% of the 
1950 volume for the same period. 

A collapse of home building could swing 
a Sunday punch at other segments of the 
economy. President Frederick E. Gibson of 
the Long Island Home Builders Institute 
pointed to surveys made last fall by THE 
MaGaZinE OF BurLpiInc showing that the 
average buyer of a new home in this biggest 
and most competitive home market inthe 
country spends $1,450 for furniture, hard- 
ware, appliances, dishes and autos during 
his first year of residence. On Long Island 
alone, such expenditures amounted to $92,- 
000,000 last year. If housebuilding dropped 
60% this year, Gibson forecast Long Island 
merchants would lose $55,000,000 in po- 
tential sales. 

See-saw. What private housing lost, 
other segments of construction more than 
gained (see table), including public hous- 
ing which was running 35% above last 
year’s level, though its days of grace might 
be numbered (see p. 23). 

On a national basis, the AFL and Office of 
Defense Mobilization agreed that booming 
commercial, industrial and public construc- 
tion were absorbing the labor force private 
home builders were releasing. In April, na- 
tional construction employment was 10% 
above that of April a year ago. In Atlanta, 
a Bureau of Labor Statistics survey showed 
April building employment was only 900 
men below the all-time peak, 18,500. AFL 
reports showed labor shortages in such 
cities as Chicago, Detroit, Kansas City and 


LAST MONTH’S WASHINGTON DIARY 


5/1 NPA permits limited use of aluminum by 
certain manufacturers of prime aluminum 
windows and frames (M-7) 


5/3 NPA requires permits for construction of 
large apartment houses, luxury homes 
(over $35,000), and all other public and 
private building projects using more than 
25 tons of steel (M-4) 
5/3 NPA defines rights and obligations under 
CMP (Reg. 1), establishes relative pref- 
erence status of delivery orders (Reg. 3), 
also issues Class “‘B”’ list of 4,000 manu- 
| factured products with name of NPA 
industry division handling applications 
for each one 
5/10 NPA limits quantities of controlled ma- 
terials that can be inventoried, ordered, 
received, or delivered (CMP Reg. 2 and 4) 
5/10 NPA announces all applications for per- 
mits to build projects in list ““C’’ of M-4 
order (amended 5/3) must be sent from 
field offices to Washington for processing 
5/11 NPA exempts from M-4 construction of 
industrial facilities for which Certificate 
of Necessity has been issued, also exempts 
additions and medernization of factories 
involving less than 25 tons of steel; makes 
unmistakable application of M-4 to gym- 
nasia, printing establishments, and facili- 
ties for storage or sale of consumer goods 
5/14 DPA announces formal establishment of a 
Requirements Committee to review overall 
demands for critical materials under CMP 
5/16 NPA orders 20% set-aside of softwood 
plywood output for DO's 
5/22 NPA adjusts limitation on use of DO 
ratings for maintenance, repair and oper- 
ating supplies (DO-97) to compensate for 
increased prices and accelerated programs 
5/24 NPA establishes set-aside of stainless 
steel for rated orders for third quarter of 
1951 at 50-100% of shipments during 
base period 
5/31 NPA directs field offices to act on permit 
applications for construction under M-4 
list ““C"’ involving less than 50 tons of 
steel, or costing under $1 million, except 
residential building 





San Diego. In spots like New York and 
Denver, relatively untouched by defense ac- 
tivity, there was unemployment. It was ris- 
ing. 

Some Washington seers saw in this a sign 
that defense conversion blues, expected in 
Spring but delayed by slow military buying, 
had now arrived. If so, Washington could 
be expected to stand pat on controls, except 
for minor juggling. So as one mortgage 
banker said: “In housing, somebody’s going 
to get hurt.” 


NEW CONSTRUCTION ACTIVITY 
(millions of dollars) 





May Ist 5 Months 
% To 
Type "50 °SI Change "50 "51 Change 
PRIVATE 
TOTAL*® .. 16941705 +1 7049 8085 +15 
- ~ «sine inate Sites ae a 
(non-farm) 1036 854 —18 4128 4317 4+5 
Industrial... 73 161 +121 351 717 =—+-104 
Commercial 92 130 +41 402 626 +56 
PUBLIC 
TOTAL*® .. 584 813 +39 2351 3064 +30 
‘Industrial .. 17 66 +4288 a ee) 
Military ... 8 82 +925 43 239 «4-456 
Residential. 27 4 +63 147 199 +35 
* Minor components not shown in table; hence total exceeds 


sum of its parts. Data from Depts. of Commerce and Labor. 


(NEWS Continued on page 12) 
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"’ My friends wish ‘+k 
a G-E Kitchen | {& 


Mrs. Edwin B. Fisher of Hillsdale, N. J., tells her builder, | 








Mr. Herbert M. Tandy, what she particularly likes 
about the house she bought from him last year! 


“ 

I dropped by to get your comments about the 
house,” says Mr. Tandy. 

“You've lived in your new house for almost a year 
now, and | feel that your reactions would be mighty 
helpful in planning additional houses in our development.” 

“Be glad to, Mr. Tandy,” says Mrs. Fisher. “Matter 
of fact, you should have been here last evening when 


some of our friends—who just bought a house—told us 





they wished they had known more about this develop- 

















' saa “lt ji 
ment before they bought elsewhere! 
- 5 bit o! 
Gene 
and 
wT 
Mrs. 
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Tand: 
“W 
most. 
and y 

“Not only were our friends impressed with the house, but Electric Kitchen cost us only $3.80 a month extra—because the 

their eyes popped when I told them that our wonderful General cost of it was included as a part of our regular mortgage! zs 
| 

ee 
10 ARCHITECTURAL FORUM Tt 
































“lt just so happens that I'm doing a “While you’re here, let me show you “You know how it is with a small 


bit of baking, Mr. Tandy. Look at this how efficient my General Electric Dish- 


. . . baked evenly all around! My, this 


and gives such even heat!” 


washer is! See, the cups and glasses are 
General Electric Range heats upso quickly, perfectly clean! I do my dishes— breakfast, 


lunch and supper—once a day now!” 


child in the family. 
“Edwin can certainly soil clothes. But [ 
don’t mind, really. This General Electric 


Automatic Washer does get things so nice 


“That looks like a mighty fine cake, **Yes, most people are enthusiastic and clean and dry. | use my G-E almost 
Mrs. Fisher!” says Mr. Tandy. about this time-saver,” Mr. Tandy says. every day!” 





a“ . 
eee and another thing I like about my house, Mr. 
Tandy, is my spacious G-E Refrigerator.” 


“yy . +. . . 
Well, I take it, Mrs. Fisher, that the thing you like 
most about your house is the G-E Kitchen-Laundry ... 
and you've got lots of neighbors who agree with you!” 


Mr. Herbert Tandy and his associates, 
Messrs. Norman Tandy and Alan D. Allen, 
are builders of the Saddle-Wood Hills De- 
velopment in Hillsdale, N. J. Mr. Tandy 
says: 

“We installed G-E appliances in our 
houses because we wanted quality equip- 
ment...and the public knows that G-E stands 
for fine equipment!” 


Won national award 


The National Association of Home Builders, in presenting a 
national award to Saddle -Wood Hills, stated: 


“The projects presented . . . were a great credit to the home 
building industry. Sound planning, ingenuity, and knowledge 
of market appeal were all in evidence.” 


Home Bureau, General Electric Company, Bridgeport2,Conn, 


You can put your confidence in— 


GENERAL @) ELECTRIC 














THE MAGAZINE OF BUILDING + JUNE 1951 


ye 
te 
i 
4 
; 
i 


Spree 





“ fa Aenea: 
AAR eae Dai 


‘ 


i 
; 
u 
\ 
f 
q 
| 


a 
hen onl nn A rma 


—— 
Mi teartar > 
rms pre at on 


ee 


ae 





; 
] 


——— 


oat PER 


Sou titaes 


Ys noe 














MATERIALS: a great debate be- 
gins on steel supply 


Had mobilization planners made needless 
cuts in industry use of steel, copper, alumi- 
num? The possibility had the Defense Pro- 
duction Administration and the National 
Production Authority (which carries out 
its policies) worried by the end of May. 

Steel supply was being debated loudest. 
NPAdministrator Manly Fleischmann, in 
announcing the amendments to the M-4 
order imposing a permit system on nearly 
all construction (THE Macazine or Buip- 


"ING, May, ’51, p. 9) had insisted the curbs 


“are required because of a growing critical 
shortage of structural steel and the overrid- 
ing need of steel in our defense and defense- 
supporting programs.” 

Shortage denied. But he was disputed 
by the men who should know steel best— 
top executives of the nation’s steel com- 
panies. Said Chairman Eugene Grace of 
Bethlehem: “I don’t share the view that 
there is a great shortage of steel.” U. S. 
Steel’s Ben Fairless observed that the 
chance of a steel over supply “may be 
nearer than most people think.” 

Across the nation, there was support for 
both arguments. Dallas contractors said re- 
inforcing steel was easier to buy. Builder 
Joseph Vatterott in St. Louis said he had no 
trouble at all finding all the steel and cop- 
per he needed. But F. C. Woermann, St. 
Louis’ biggest church builder, said he had 
turned down several big jobs for lack of 
steel. In Cleveland, suppliers said struc- 
tural steel (except I-beams) was easier to 
get. Furnaces were plentiful, but $8.50 
cwt nails were bringing $11 to $14 on a 
flourishing black market. In Denver, 
Builder Frank Burns began selling off part 
of his inventory, after deciding to build 
fewer homes. In Los Angeles, manufac- 
turers joked about the shortage—of ware- 
house space to store their goods. 

Bureaucracy ahead. Under the Con- 
trolled Materials Plan, to start July 1, the 
Government grip on steel, copper and 
aluminum was scheduled to tighten. For 
construction, each prime contractor erect- 
ing a project under an authorized program 
—to be controlled by the M-4 order—would 
get an authorized construction schedule and 
an allotment. But housing seemed sure to be 
among the industries left to scramble for 
what’s left although it uses a tiny fraction 
of the U. S. supply of critical metals. 

Figures compiled by the HHFA estimated 
housing’s comparative percentage take of 
national supplies: 


1950 1951 
(1,400,000 starts) (850 000 starts) 
See 2.4% 1% 
Copper ...... T% 4%* 


* By eliminating copper in rain drains, insect screens, eta 
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GLASS WORKS OPENS with 100 


social scientists in talkfast 


Opening their new glass center at Corning, N. Y. 
by Harrison & Abramovitz, the Houghtons 
(Amory, right, chairman of the board, Corning 
Glass Works, and Arthur A. Houghton, Jr., 
left, president of Steuben Glass, with Governor 
Thomas Dewey in the middie) spared no ex- 
pense. With the aid of the Council of Learned 
Societies they assembled some 100 industrialists 
and social scientists to discuss problems of “‘Liv- 
ing in Industrial Civilization.’’ This included 
round tables on work, leisure, the individual's 
sense of community, and confidence in life in 
industrial civilization. (The members of the last 
named table, some of them clerics, were dubbed 
“the confidence men’’ by their colleagues.) 
Governor Dewey arrived Saturday, May 19, to 
dedicate the center formally, as here seen against 
Corning’s own version of a glass bridge with 
tubing running vertically instead of horizontally 
as at the Johnson Wax labs by Frank Lioyd 
Wright. The new center includes a combination 
glass museum, hand glass blowing exhibition for 
the Steuben Co., community building and glass 
showroom. 





Said one mobilization official: “If it 
weren't for the materials demands of the 
freight car and farm machinery industry, 


we wouldn’t need CMP.” 


SHIFTING CONTROLS keep in- 
dustry biting its nails 


How was the building industry reacting to 
NPA’s plethora of pyramiding restraints? 
Said Macgruder Myers of Atlanta’s Mion 
Construction Co.: “we are all dizzy.” 

Most construction spokesmen seemed to 
agree with that view. But as for controls in 
general, the industry was divided. Home 
builders said they were victims of discrim- 
ination. Cried Chicago’s Nate Manilow: 
“NPA has approved erection of millions of 
dollars worth of commercial buildings that 
aren’t essential. Why is that necessary when 
housing is cut back?” 


Contractors’ gain. General contractors 
however, were working the other side of the 
street. Relatively, they stood to gain by cut- 


backs affecting the rest of the industry, be. 
cause their slice of construction includes 
defense work. Most of them were saying 
NPA’s liberal* attitude toward approving 
projects was only fair. Sample: while the 
contract for a new 200-bed, $5,000,000 
children’s orthopedic hospital in Seattle 
had not been let until after the May 3 dead- 
line requiring prior approval’ of such proj- 
ects, NPA decided that moving a house off 
the site several months ago constituted a 
start of construction. The hospital probably 
would have been approved in Washington, 
but the local ruling saved two months time. 
Sample: The First National Bank of St. 
Louis got the green light for $5 million of 
modernization and expansion. 

For all hands, the worst was that besides 
the stream of changes in the rules so far, 
more orders were known to be in the works, 
and the intricacies of CMP still had not 
been spelled out for building by June 1, al- 
though the plan was supposed to go into 
effect only a month later. NPA’s high com- 
mand hoped to be able to unfold the details 
by mid-month. 

As nearly as any trend could be noted 
in official gyrations, NPA intended to let 
agencies which claim materials for the con- 
struction industry do the processing of ap- 
plications for permission to proceed, Thus 
FHA would handle permits for “luxury” 
housing and apartments over three stories 
plus basement. Applicants would take their 
requests to the agency’s field offices. In the 
same manner, the Federal Security Agency 
would deal with applications for schools 
and hospitals. 


Farmed out powers. The theory was 
that the claimant agency was the logical 
choice to dispense permits and allocations 
of critical metals since its function was to 
act as general custodian of supplies for its 
particular category of construction. But 
there was no assurance that every project re- 
ceiving the nod of approval would also re- 
ceive an allotment of steel, copper and 
aluminum. Present NPA thinking is to re- 
serve this privilege for building jobs con- 
tributing to the defense effort. 

According to the NPA slant, the fact that 
CMP would be open-ended promised that 
there would be enough materials left over 
to take care of all deserving cases. There 
were indications, however, that some steps 
were contemplated to insure that defense 
housing in the slowly expanding critical 
area list would receive special attention. 
There was also talk of instituting a permit 
system for all builders. NPA swore this 
strait jacket was intended to help contrac- 
tors get materials, not because the agency 
loved administering controls (NPA bureau- 
crats disclaimed trying to grab more 
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power). But actually, there was inconelu- 
sive evidence that builders were having 
trouble getting the things they needed. 
Quicker answers. Meanwhile, NPA de- 
centralized the clearance procedure for “C” 
list building that it will continue to handle 
on itsown. For smaller jobs—those requir- 
ing less than 50 tons of steel or costing less 
than $1 million—it agreed to let applicants 
take their requests to its field offices. An- 


other change in the works concerns the defi- 
nition of a luxury house. Instead of making 
all jobs qualify which cost over $35,000, 
the planners would impose square footage 
limits. All houses of, say, more than 2,500 
sq. ft. would have to get special dispensa- 
tion. The sensible suggestion put forth by 
the builders that housing be limited on the 
basis of consumption of critical materials 
was snubbed. 


Housing Joins the Spring Sales Slump: 
Builders Hastily Trim Their Plans 


First it was retail stores, then autos. Last 
month the nation’s Spring buying slow- 
down struck housing. 

With the supply of pre-Regulation X 
homes on easy credit terms virtually gone, 
in city after city builders’ cries were the 
same: “People just don’t have the big 
down payments we have to get under 
Regulation X.” 

In a few areas, there was even evidence 
that the housing market was saturated. In 
the years 1948-50, more than 3,350,000 
new nonfarm dwelling units were started 
—nearly 20% more than in the entire ten 
years before World War II. And prices 
were up—24% in 18 months, according 
to Dow Service Inc. which found that the 
typical city house which cost $6,000 in 
1941 and $11,160 in 1949 now sold for 
$13,860. 

On top of everything else, the scarcity of 
mortgage financing kept scores of builders 
from carrying out summer building plans. 
In consequence, firms which were at work 
on 100 units last year were more likely 
now to be finishing up 25, and planning 
to await developments in the Korean war 


or Washington politics before deciding 
what to do next. 


Middle bracket worst. Hardest hit were 
builders selling in the $9,000 to $18,000 
bracket. In Denver, Marcus Bogue, who 
planned in January to build 150 homes this 
year, had completed 65 by last month. Five 
more were underway in the $9,000 to 
$10,000 class. “That’s all for this year,” 
he announced. “We've got to shut down 
to the minimum.” 

Even though San Diego was a critical 
defense area, Builder Milton Brock can- 
celed plans to build 116 more homes ther 
at $11,800 under post-X terms. He wus 
having too much trouble selling 73 already 
under construction. 

In Baltimore, Joseph Meyerhoff reported 

two small tracts of 120 homes on 
Regulation X terms were “moving very 
slowly: we've sold 32.” He planned hence- 
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forward to build “only small projects in 
absolutely the best locaitons where we are 
sure to get the high X down payments.” 
Added Meyerhoff: “I don’t know of a 
single big job going ahead or planned in 
the last 3 months.” 

Builder Irving Rose of Detroit recalled 
that last winter with his model home sur- 
rounded by muddy streets and horrid 
weather he sold 15 houses before the fram- 
ing lumber was up. Now, he said he 
needed a perfect day even to bring out 
window shoppers. In Seattle, Builder Don 
Hedlund builf 200 homes last year. Said 
he: “In the next 90 days we'll decide 
whether to go beyond the 50 we’ve built 
this year.” 


Full stop. Los Angeles, county officials 
said not one subdivision map had been 
filed in two months. Remarked Builder 
Spyros Ponty: “With the excessive down 
payments under Regulation X, I have no 
plans for building. I’ve dispersed my 
work force.” 

On the suburban Marin County shore 
of San Francisco Bay, Builder Niels 
Schultz’ sales were “much slower” than 
six months ago, even in his $30,000 to 
$35,000 bracket. Accordingly, Schultz laid 
off a quarter of his crew. 


“We're seeing thousands of customers, 
without cash,” sighed Maurice Fishman of 
Cleveland. Ward Bennett, vice president 
of Benton Lefton’s Housemart, Inc. noted 
that where opening a model home last year 
would have sold out an entire project, now 
he can’t sell homes until they are finished. 

St. Louis builders were even gloomier 
than most. Snapped Builder Gene Ves- 
cova: “Regulation X is a blockbuster.” 
Said Joseph H. Vatterott, president of the 
local builders association: “Last week, 
five carpenters approached us looking for 
work. That hasn’t happened in four years.” 

Even booming Texas had its share of 
market woes. In Wichita Falls, where ex- 
pansion of Sheppard Field is pressing the 
housing supply, Builder R. G. Hughes re- 





ported that while sales of his $5,500 homes 
under FHA Title I, Sec. 8 were clicking 
because of the $750 down payment, would- 
be buyers of his $7,200 to $9,000 houses 
were stymied for lack of $1,500 to $2,000 
cash. 

Overbuilt. Dallas builders claimed there 
were 3,000 new homes and 4,500 apart- 
ments standing empty. H. D. Lewis, who 
had 80 homes under construction last 
month compared with 125 in April, said 
that when his present project ends, he will 
build only “about 10 or 12 more—enough 
to keep our key personnel intact.” Presi- 
dent Roland Pelt of the Dallas Home 
Builders was erecting only 10 homes, com- 
pared to 200 in May, 1950. Explained 
President Aubrey M. Costa of Southern 


Trust & Mortgage Co.: “Home building 
(Continued on page 19) 








WORLD'S TALLEST skyscraper is 
proposed for Manhattan 


Start of construction would have to await the 
end of mobilization’s appetite for steel, but New 
York Realtor William Zeckendorf was in earnest 
last month when he heralded plans to build this 
44-story office building, topped by a 1,000’ open 
steelwork tower and TV mast. Resulting 1,580’ 
building in midtown Manhattan (between Park 
and Madison Avenues, 47th and 48th Streets) 
would beat the Empire State Building for the 
title of world’s tallest by 108’. The steel frame- 
work would be paid off by TV broadcast rent, 
which soon will bring Empire State Building 
$600,000 a year. 
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A NEW IDEA FOR BETTER LIGHTING IN FACTORIES 
White INSIDE and OUTSIDE ...300° Permalux or PORCELAIN ENAMEL! give improved brightness ratios 
@ take the gloom off the ceiling 
eliminate deep shadows and strong contrasts 


@ easy to clean—even in coal mines 


LIGHTING 


THE EDWIN F. GUTH COMPANY /-ST. LOUIS 3, MISSOURI 
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been geared for twice the population 
, the city has had. Last year’s 
1.000 completions could only be justified 
by a population rising 30,000 to 35,000 
; year. Actually, it’s only an 18,000 to 
9,000 gain.” 
: Lenders like it. Many lenders said ap- 
a ingly that the deflation was a good 
for housing. Cracked George Bliss, 
“resident of Century Federal Savings & 
2 nan Association in New York: “Builders 
think nothing is normal unless they can 
a 100% loan. They yell against Gov- 
ment interference in their business and 
‘eomplain about public housing, but at the 
same time they want the support of the 
' Government to get big loans. The Govern- 
ment wants to curb inflation and conserve 
materials and labor, so it puts the mort- 
t gage business back to normal (i.e. 65 and 
70% loans) . We are faced with determin- 
ing if housing will be succored by Gov- 
ernment support of housing credit.” 


a, 
ca tt 


1 


Lone optimist among some 50 builders 
interviewed in 12 cities was Seattle’s Al- 
bert Balch, who said he was trying to build 
) up his labor force. Reason: “There has 
| been quite a slowdown in every class of 
Sewhome sales in the last weeks. Buyer 
‘eredit and mortgage money are factors, 
there is something creeping over buy- 
ts. Real estate goes in waves: everybody 
at the same time, sells at the same 
stops buying at the same time. 
’s an air of uncertainty which I think 
from a feeling there may be peace 
There’s been a feverish boom in 
ee estate since the outbreak of the Korean 
War until a month ago. People have spent 
their savings. There is bound to be a slack 
while new savings accumulate. But I’m 
joing ahead because | think it will pick up 
in the fall.” 





ae 
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AL AREAS: the planners 
think about doubling them 


ith nondefense building dwindling, es- 
ishment of critical areas was becoming 
hore and more important to builders look- 
ing for a way to maintain a big volume 
petation, even if it meant moving to 
city. Up to the start of June, how- 
ever, the Government’s inter-agency criti- 
mai areas committee had limited the rating 
only eight spots (latest addition: region 
around Ft. Leonard Wood, Mo., 150 rental, 
00 sales units). 
"Now, however, committee members had 
@bout decided to double the list. Probable 
Additions; mostly towns beside military 
ases: Oceanside, Calif., 400 rent and 100 
Sale units; Escondido & Miramar, Calif., 
120 rent and 80 sale units; Bremerton, 
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Wash., 450 rent and 300 sale units; Val- 
dosta, Ga., 300 rent units; Talahoma, 
Tenn., 220 units, breakdown undecided; 
Lompoc, Calif., 450 rent and 170 sale 
units; San Marcos, Tex. and Camp Cook 
area, Calif., quota undecided. 


FAST TAX WRITE-OFF banned 


for company defense homes 


A shortcut way to get defense housing 
built without waiting for the government 
to ready its elaborate plan was quietly tor- 
pedoed by NPA. The Aluminum Co. 
of America, seeking five year tax write- 
off of plants in remote places, asked to 
have employee housing included in the fast 
amortization. Alcoa would build the 
homes. Only explanation NPA offered of 
its rejection was a cryptic comment that the 
plan did not seem desirable. What really 
was the trouble, onlookers thought, was that 
Alcoa’s plan would upset the zealously 
guarded right of Washington housing 
agencies to plan all housing. 


NEW STEEL TOWN born with 


prefabs, cul de sac streets 


On 1,500 acres of elm and poplar-dotted 
farmland in Falsington township, Bucks 
County, Pa., 30 miles north of Philadel- 
phia, Realtor John W. Galbreath last 
month began building what seemed likely 
to be the nation’s biggest new defense 
town of the mobilization. 


Fairless, Pa., named for Galbreath’s long- 
time personal friend, U. S. Steel’s Ben Fair- 
less, would house the 5,000 workers who 
would be needed by U. S. Steel’s $400,000,- 
000 Fairless Works, going up along the 
Delaware River 314 miles away. 


Except for a few custom-designed homes 
for executives, nearly all 2,500 houses to be 
built by Galbreath will be Gunnison pre- 
fabs, and thus neither better looking nor 
uglier than Gunnison homes elsewhere. But 
U. S. Steel and John Galbreath agreed they 
wanted a well-planned town, which might 
set an example for the defense housing 
program. 


For this, Galbreath picked Seward H. 
Mott, famed Washington land planner, who 
thereupon resigned as director of the Urban 
Land Institute. 

But erection of the first 150 homes, 
needed for construction workers on the 
steel mill, could not await long studies at 
a drawing board. Explained Mott: 


“We haven’t got the master plan in final 
shape yet because we’re too busy with the 
details of sections where they’re starting to 
put up homes.” 


The steel community may eventually 
grow to a town of 12,000 to 15,000 inhabi- 
tants. It will, promised Mott, be graced 
with such amenities as curving and cul de 
sac streets of 50’, 60’ and 70’ width, lots 
ranging from 60 x 120’ to half an acre, a 
high school, two elementary schools, 
churches, a town hall, shopping center, 
paved streets with curbs and sidewalks and 
a 15 acre lake to be formed by damming a 
stream. Along straight streets, varied set- 
back of the Gunnison houses would avoid 
row housing monotony, said Mott. Most 
of the homes will be for sale. Plans call 
for FHA financing. 

With customers growing scarcer in non- 
defense zones, other mid-Atlantic builders 
also were eyeing the land around Morris- 
ville, Pa., the nearest town. One was Long 
Island’s Levitt & Sons, which held an op- 
tion to buy a large acreage of nearby land. 
Up to the start of June, however, Levitt 
kept mum about his plans. 


SAN DIEGO BONANZA: 6,000 


defense homes quota taken 


In San Diego, largest city yet named a 
critical defense area this time, it looked 
as though many of the mistakes of World 
War II housing were going to be repeated. 

Builders oversubscribed (except in one 
category) HHFA’s quota of 6,000 housing 
units to be built under relaxed Regulation 
X terms. But they cried that the dollar 
ceilings set by the agency on sales and 
rental prices (see table) were so low that 
a flimsy product would result. Said 
Builder Nels Severin: “We'll be able to 
produce, but not what the public wants. 
We'll go to concrete slab floors, less closet 
space, less windows, smaller rooms. Ceil- 
ing prices should have been $1,000 
higher. With the market the way it is 
here, it wouldn’t have made any difference 
in selling.” 

If Severin was right, San Diego would 
get another 6,000 homes much like the 
15,121 squat, ugly and crowded tempor- 
ary, demountable and (a few) permanent 
Federal housing units built there during 
World War II. All 15,121 are still up and 
occupied. 

Of 72 applicants for the 6,000 units, a 
quarter were out-of-town builders, some 
from as far away as Atlanta. 


HOW THEY SIGNED UP 


Ceiling Applica- 

For Rent price Quota tions 

S Oi. fi aacun $75 mo. 750 715 

2 bedrm. ......... $65 mo. 2,500 3,249 

ERO. cici dave $55 mo. 750 1,331 
For Sale 

3 DOME, <Becscsecs $9,500 712 1,317 

2 BOG. <5. 00st 8,500 1,188 1,808 

For builder occupants — 100 5 


(Continued on page 22) 
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can throttle production... 
Plan power FIRST! 





A properly planned distribution system maintains the right voltage to keep produc- 
tion at top level. The vital role of power in industrial plants makes it very important 
to select the proper system in the first stages of planning for new building or expan- 
sion. Adequate power is essential to the efficient operation of the finest engineered 
production line. 

Planning for adequate plant power—present and future—must be a co-ordinated 
part of the whole planning job. Electrical distribution systems which are superim- 
posed as an afterthought often are costly and inadequate. 

Westinghouse engineers can assist you in the critical early stages of selecting an 
electrical distribution system for your plant. There is “one best” system for any 
given plant, and our engineers have the skill and experience to help you choose it. 
They can propose adequate, efficient electrical systems for present and future loads 

.. at the lowest long-term cost to you. 

Our engineers have worked for years to bring new economies and new efficiency 
to plant power distribution. Take advantage of their knowledge. Get the most out 
of your power and your plant. Call your nearest Westinghouse Office or write 


Westinghouse Electric Corporation, P. O. Box 868, Pittsburgh 30, Pennsylvania. 
J-94890 


An Excellent Aid to Distribution System Planning 
B-4045 contains fact-filled pages and color 
diagrams completely explaining the 11 basic 
systems used in industry today. This booklet 
will provide a specific answer to your power 
distribution problems. 


SYSTEM PLANNING 
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WASHINGTON REPORT 





FEDERAL RESERVE _ improvises 
credit control on old houses 


Overlooking few bets in its anti-inflation 
drive, the Federal Reserve Board has fig- 
ured out how to do something expressly 
prohibited by the present Defense Produc- 
tion Act—impose restrictions on financing 
existing houses. Instead of imposing Regu- 
lation X on this important segment of the 
housing market by administrative fiat, the 
Board attacked via its Voluntary Credit Re- 
straint Committee. Headed for approval at 
a June meeting of the committee was a plan 
whereby leaders would pledge themselves 
to observe substantially the same require- 
ments for large down payments and short- 
ened amortization periods in financing ex- 
isting houses as those clamped down on 
new construction. Board member Oliver S. 
Powell, who is chairman of the committee, 
felt the results would be gratifying. 


DEFENSE HOUSING BILL stalled 
by a legislative impasse 
Hope began to fade last month for any 
early enactment of a Defense Housing Bill. 

For 60 days the Senate-passed measure 
had been stalemated in the House Banking 
Committee. Administration forces clung to 
an all-or-nothing strategy. They insisted 
that some provision be made for direct Gov- 
ernment construction where private industry 
was unable to tackle the job. They held out 
for a certain amount of federal financing 
of community facilities in areas thrown off 
balance by an influx of defense activities. 
They stood pat for retention in some form 
of a Senate amendment keeping builders 
from getting FHA mortgages in excess of 
90% of costs. 

On the other hand, Republican tacticians 
aided by a strong bloc of Southern Demo- 
crats were not disposed to reduce their de- 
mands for a bill much toned-down from the 
Senate version. They wanted little or no 
public housing. They did not propose to let 
the bureaucrats go wild on community fa- 
cilities. 

Chairman Brent Spence (D., Ky.) of 
the House banking committee would exert 
little effort to dislodge the bill. His reason- 
ing: builders could turn the heat on the fac- 
tions blocking action if they wanted to; 
they had the most to lose from delay be- 
cause if a defense housing pinch developed, 
skeletonized public construction could well 
be the result. 

For the moment, the strategy of the Na- 
tional Association of Home Builders was 
to give lukewarm support to the Senate ver- 
sion they abhor, hope to buttonhole enough 


Congressmen to get the 90% certification 
provisions of Title [IX removed, or, failing 
that, to get single family homes exempted. 

It was no help to the NAHB that building 
spoke with disunited voice. The National 
Association of Real Estate Boards and U. S. 
Savings & Loan League flatly opposed the 
Senate’s bill. The AIA was neutral. Cold 
comfort, too, was the fact that had the 
NAHB followed the advice of retiring presi- 
dent Tom Coogan last fall, backed the bill’s 
original draft by HHFAdministrator Ray 
Foley, a Defense Housing Bill might well 
have been law by last month. 

Viewing the impasse, some Washington 
observers were betting the Defense Housing 
Bill might be stuck in Congress until fall. 


MILITARY CONSTRUCTION: the 
Pentagon seeks huge plan 


The Pentagon was about ready last month 
to ask Congress for authority to embark 
on a $7 to $8 billion military construc- 
tion program—biggest in U. S. history 
according to members of the House Armed 
Services Committee who were given a pre- 
view peek at Defense Department plans. 
Included would be new installations and 
expansions of old ones in virtually every 
state as well as overseas bases. Funds 
would be sought in regular appropriation 
bills over the next two or three years. 
Military construction during 1951 is not 
expected to top $2 billion, even counting 
work under the new program that might 
begin before Dec. 31. 


DEFENSE PRODUCTION ACT: 

Congress may cut controls 
Obviously unable to meet the June 30 ex- 
piration date to extend the Defense Pro- 
duction Act, Congress was turning to the 
only feasible alternative: a short extension 
of the existing law. The only question was 
how long. Best guess: 90 days. 

As Senate and House banking commit- 
tees sweated over the new bill it was ap- 
parent even to administration stalwarts 
that Truman would be lucky to retain the 
controls granted by the present statute. 
Chairman Maybank of the Senate Banking 
Committee had testily waved aside the re- 
quest for commercial rent control. His 
view was that the committee should “take 
more time and find out if there is any real 
need for such action.” Also scheduled for 
the ash can was the bid for putting exist- 
ing houses under credit Regulation X. In 
his appearance before the committee, Real- 
tor Alexander Summer of Newark, N. J., 
NAREB’s president, demanded that Con- 


gress do more than just reject the pro- 


posal. His suggestion: along with FHA 
and VA credit restrictions, Regulation X 
should be entirely removed—not just mod. 
ified—in areas where military establish. 
ments or defense plants are likely to put 
heavy demands on local housing supply, 
Elsewhere, he wanted Regulation X eased, 

Another big question mark concerned 
the President’s insistence on an expanded 
rent control program. Almost certainly 
Congress would not vote any widespread 
power to recontrol rents. About the only 
thing the President seemed to have a 
chance of getting would be thé right to re 
establish ceilings in defense areas decon. 
trolled by state or local action. Most ob. 
servers thought he would have a hard time 
winning this much. 


RENT CONTROL: two-thirds of 
last war's ceilings lifted 
By last month, some two-thirds of the 
rental units covered by Federal rent con. 
trol during World War II were decon. 
trolled. Seven states—Texas, Virginia, 
Wisconsin, Utah, Arizona, Nebraska and 
Alabama—had no rent controls at all, 
In Mississippi, only Biloxi was under rent 
ceilings. In Florida, only three counties 
were covered, in Kansas, only two. 


TAX WRITE-OFF: building mo- 
terials get a nibble 


Only a thin slice of the government’s fast 
tax write-off cake was going to the building 
industry. Nearly all of that was for basic 
materials like cement, glass, glass fiber, 
lumber, steel and nonferrous metals, where 
expanded plant capacity might or might not 
make products that would actually wind up 
in construction. Up to May 7, this was 
DPA’s box score for basic materials (which 
constitute half the total write-off program): 


Applications filed Applications approved 


Am’t Am’t Am't 

No. (millions) No. asked eligible 

(millions) 

Iron & Steel .... 688 $3,718 154 $1,985 $1,429 
Nonferrous metals.. 235 632 38 322 262 
Refractories ...... 115 87 68 el) 50.9 
Glass fiber ....... 20 32 4 15 10.9 
CER 2c ccvceece 46 127 4 20 15 
SNR 5. a06. en vis 110 65 3 1.8 ll 


Thus the lumber industry had been per 
mitted to write off the cost of new facilities 
in 5 years instead of the usual 20-25 om 
only 1.7% of the amount it sought, while 
refractories were getting 58.1% of what 
they wanted. Other batting averages: iron & 
steel, 38.4%; nonferrous metals, 41.5%; 
glass fiber, 34% ; cement, 11.8%. 

Sizing the situation up, the House exects 
tive expenditures subcommittee joined with 
the Senate small business committee ™ 
tossing jumbo-sized brickbat at how ta 
write-offs have been handled. The Senate 
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sommittee thought too much preference had 
heen shown big business. The House com- 
mittee singled out Frank Creedon, NPA 
firector of facilities and construction, for 

sal criticism. The percentage of costs 
ertified for each class of facility appar- 
ently depended solely on his judgment. 
Said the committee: Creedon’s testimony 
showed “inconsistency and lack of under- 
ganding with respect to the fundamental 
elements of the determinations he had the 
responsibility for making.” 

Top level administrators, the committee 
charged, had failed to seek expert advice 
before making tax write-off decisions, leav- 
ing them instead to “a small clique with no 
special knowledge of any industry. .. .” 


BLUE WALLS, COOL TEMPERS 


A group of industrial psychologists sat 
down to talk about building interiors with 
government and private 
Washington last month. Sample sugges- 
tions: use cool colors (e.g. blue) on con- 
ference rooms to keep tempers down, peach 
walls for cafeterias to aid digestion, light 
wood on executives desks to cut eye strain. 


architects in 


ATTACK ON WASTE 


NPA pushes standardization 


inches on; 


The National Production Authority—real 
boss of U. S. building because it controlled 
metals—was beginning to act while others 
still talked about cutting construction’s 
fabulous waste. The goal was mentioned 
quietly by Henry M. Heymann, counsel for 
NPA’s construction controls division, in a 
May 7 talk in San Francisco. “NPA an- 
ticipates,” said Heymann, “that it will 
eliminate the use of all critical materials 
which can be accomplished without affect- 
ing structural safety.” 

First target was builders’ hardware, NPA 
presented an industry advisory committee 
with a proposal to standardize locks, knobs 
and hinges to save both manpower and 
scarce brass. Next came a plan to standard- 
ize steel windows. Others would follow. 

Chairman Howard Coonley of the De- 
fense Production Authority’s conservation 
coordination committee was touring the 
country, preaching to manufacturers and 
local officials what he liked to call his “Four 
S's: simplification. standardization, substi- 
tution and salvage.” 

As Forest Products Research Society, the 
wood industry’s 5-year-old technical asso- 
lation, met in Philadelphia, NPA Lumber 
Chief C. Arthur Bruce pleaded for research 
on use of steel to reinforce wood—still an- 
other field of attack on waste. Said Bruce: 


« ° 
I believe that structural members can be 
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developed where wood is combined with 
steel which will save not only wood but also 
steel. When concrete became reinforced it 
ushered in a new day in that industry. Re- 
inforced concrete was actually a new prod- 
uct. Reinforced lumber may be a dream 
but if it is to come true you men of re- 
search are the ones who will develop it.” 

Saving critical materials drew attention 
at the mid-Atlantic regional conference of 


the National Association of Housing Off- 
cials in New York. The New York City 
Housing Authority, reported its Executive 
Director Gerald J. Carey, has rewritten 
specifications for all new projects to save 
114 tons of steel per apartment, or 1,500 
tons in a typical development. 

This was progress by inches, where in- 
dustry leaders knew progress was needed 
by miles. But it was progress. 


OPS SEEKS PRICE LID ON BUILDING 


How to apply price control in the build- 
ing field was still causing a lot of head 
scratching in the Office of Price Stabiliza- 
tion. Some of the bright ideas being 
mulled over would make the industry 
break out in a.cold sweat. 

For materials and products the prob- 
lem was not too difficult. The interim 
order taking lumber and building material 
dealers out from under the general ceiling 
price was generally called as workable as 
the industry could expect. It permits deal- 
ers to stick to their historic mark-up over 
cost of goods delivered at their yards. 
More important it allows them elbow room 
to apply these margins to increases passed 
on to them by producers. Thus a retailer 
or wholesaler buying from a manufacturer 
who has increased his price under CPR- 
22 (OPS order covering manufacturers) 
can recompute his ceiling upward—some- 
thing he was not allowed to do under the 
general price regulation. OPS optimistic- 
ally thinks that there will also be cases 
where the margin will be applied to de- 
clining prices from the producers. 

The prefabricated house industry, too, 
was to come under price control at 
month’s end. But, said John C. Taylor, 
Jr., new president of the Prefabricated 
Home Manufacturers Institute, most pre- 
fabers think “if they have to have controls, 
these are fair. Enforcing it is going to be 
a whale of a job, however.” 


Unit price. Construction services would 
be harder to regulate. One OPS brain- 
storm is a proposal that contractors and 
subcontractors be put on a “unit cost 
bases.” This might mean a unit price per 
square yard in some instances and a meas- 
ured cost of installation in others—for 
example, the charge by plumbing sub- 
contractors for installing a certain number 
of feet of piping. 

In any case, industry men say the whole 
theory is completely haywire. They com- 
plain that if OPS carries the plan to its 
logical conclusion it will be evading Con- 
gress’ stern injunction against putting a 
price tag on the cost of a house. Obviously 


it would be comparatively easy under such 
an approach to add up the prices of the 
general contractor and all the subs, arrive 
at a fairly firm figure of how much the 
OPS believes a standard two bedroom 
brick or frame house ought to cost. 


Disregard the rules. If contractors 
took the freeze invoked by the general 
ceiling price regulation of Jan. 26 very 
seriously they would already be on an im- 
possible spot. According to the book they 
are not supposed to pass along any in- 
creases in material or labor costs. To keep 
from going broke they have been obliged 
to pay no more than lip service to the 
regulation. 

Another OPS suggestion that appears to 
make more sense is that contractors be 
put under a separate regulation that allows 
them to reflect higher costs but limits 
them to their profit margin or mark-up 
as of a stipulated base period. OPS was 
toying with the idea of confining this regu- 
lation to the small house field under the 
theory that competition would take care 
of the bidding on large commercial jobs 
and public construction. 


PUBLIC HOUSING goal restored 
to 50,000 by Senate unit 


Public housing won a stay of execution 
from the death sentence voted by the 
House of Representatives. The House 
sliced public housing to an authorization of 
5,000 units for the next fiscal year. Im- 
mediately, public housers set up a chorus 
of wails, topped by a protest caravan of 
30 mayors who descended on Washington 
early this month. President Truman as- 
sailed the House limit as “crippling, un- 
wise, unjust.” So the Senate banking com- 
mittee restored public housing to 50,000 
units. 

Nevertheless, the Public Housing Ad- 
ministration has no illusions that when 
the matter is finally adjusted in conference 
between the House and Senate that it will 
come out with anything like that much. 

(NEWS Continued on page 26) 
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Hospitals require the most complete fire protection. 
That is one reason why Gypsteels Plank is used Tongued 
extensively in this type of building construction. and grooved, 
Gypsteel is made of incombustible gypsum slabs Gypsteel Plank 

. . , : handles like lumber. 
reinforced with galvanized steel wire mesh and 


E It is easily and quickly installed, 
locked in a welded steel frame. saving valuable time and labor costs. 


gt ; , Gypsteel is light, too—only 12 lbs. per 
In addition to its being fireproof, Gypsteel offers sq. ft.; and strong—weight load, 75 lbs. 


the advantage of high insulating value—2”’ equals per sq. ft., safety factor of 4. 
10” of cement. Also it is proof against rot, vermin 
and termites. 
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“MATICO Asphalt Tile Flooring solved this problem 
ideally, because MATICO offers these outstanding 
advantages: 


TOP QUALITY — You can always specify MATICO 
with full confidence it will deliver outstanding 
performance. Its quality is controlled throughout. 


ALBANY VETERANS’ HOSPITAL, ALBANY, N. Y DURABILITY —Even under conditions where traffic 

Assacated date: Gili 4 Viegins is heaviest, MATICO assures long-lasting wear. 
Green & James ECONOMY —MATICO is the most economical lux- 

General Contractor: Ring Construction Corporation ury flooring available today. It costs less initially 


Flooring Contractor: Circle Floor Co., Inc ... saves on maintenance as well. 


SANITATION — Because MATICO is easy to clean 
and keep clean and is odor-free, it is ideal for 
hospitals where sanitation is of prime importance. 


QUIETNESS — Unusual resilience keeps noise in 
wards and corridors to a minimum. And MATICO 
helps prevent fatigue, too, because it’s com- 
fortable underfoot. 


RICH COLORS — Cheerful, colorful decor is recog- 
nized for its important therapeutic value. MATICO’s 
27 rich, clear colors—including new pastel ‘’Petal 
Tones’’— offer unlimited design possibilities. 


The outstanding advantages that make MATICO 
ideal for hospitals, also make MATICO first choice 
for every type of installation. Today, more and 
more architects and builders are selecting perform- 
ance-proved MATICO Asphalt Tile Flooring for 
important projects everywhere. Be sure to consider 
’ ' MATICO when next you select asphalt tile flooring. 
\Slolaleleiiolalm clelae|-lammelale Mm iile)) Mme) s 
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Note how MATICO harmonize 


Get to know MATICO ... . See our insert in Sweet's File Architectural, section 13g/MAS. 
For free samples, write us on your business stationery 


Dept. 66 
MASTIC TILE CORPORATION OF AMERICA 


Member: Asphalt Tile Institute 


147 FACTORIES: NEWBURGH, N. Y. ° LONG BEACH, CALIF. : 
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BOCA CONVENTION 





Industry Begs For : 


Faster Code Reform 


Building materials manufacturers last 
month tried to light a fire under the gray- 
haired members of the Building Officials 
Conference of America. 

They begged the BOCA men, holding 
their 36th annual convention in Toronto, to 
get busy as individuals, persuade their home 
towns to adopt BOCA’s Abridged or Basic 
Building Code. 

This was part of a two-pronged attack on 
the fabulous problem of how to simplify the 
conflicting complexity of the 2,500-odd 
local building codes in U. S. cities. The 
other half was up to industry itself: pro- 
vide more money to make the administrative 


wheels of BOCA work better. 


Long pull. Since 1945, a handful of 
materials firms have poured some $135,000 
into BOCA through its fund-raising arm, 
the Building Officials Foundation. Most of 
this was spent to write the two codes. The 
Abridged is aimed at small towns; the Basic 
Code is pointed to the needs of big cities. 
Most materials makers consider the $135,- 
000 money well spent. Trouble is that al. 
though the Abridged Code was issued in 
June a year ago, only 38 towns had adopted 
it at last count. The Basic Code, published 
only this January, has won adoption in only 
five U. S. communities. Another score or 
more are considering one of the two BOCA 
codes. Biggest city to embrace the Basic 
Code so far is Montreal, Canada (pop. 
1,225,000). But in the U. S., no city over 
60,000 population has adopted either. 


Even in the home towns of some BOCA 
leaders, including retiring President Albert 
H. Baum of St. Louis,* old and archaic 
codes remain in force. To such inertia, in- 
dustry has lately responded in kind. Con- 
tributions have sagged until its treasury per- 
mits BOCA to hire full time only Code 
Consultant George Strehan of New York, 
and his wife, who acts as secretary. Strehan 
says he is barely able to keep abreast of his 
mountain of mail. 

Fight team, fight. Realizing BOCA’s 
problems, urbane, youthful William Gil- 
lett, chief industry spokesman to BOCA, 


tactfully talked more like a football coach: 
than executive vice president of Detroit 


Steel Products Co. when he strode before 
BOCA delegates in the King Edward Hotel’s 


garish sea green Sheraton room. Said Gil- 
lett: 


* Well aware of the deficiencies of St. Louis’ 
code, grizzled, hard-working Building Commis- 
sioner Baum has five committees studying how to 
revise it for greater conformity (he hopes) with 
BOCA standards. The process may take two years, 
however. 
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KEY FIGURES AT BOCA CONVENTION were (I. to r.) William Gillett, upped from chairman of 
the Building Officials Foundation industry advisory board to Foundation chairman; Retiring BOCA 
President Albert G. Baum of St. Louis; BOF Treasurer James J. Dunne; and new BOCA President 


Joseph Wolff, Detroit building commissioner. 


“Industry wants its.-money’s worth. . . 
Building officials have to move to make this 
thing work. You can’t sit back and say 
‘this code is OK for George, but I have a 
code of my own.’ Only when a BOCA ap- 
proval of new materials is good in, say, 500 
or more communities (because they have 
previously adopted a BOCA code) will in- 
dustry give you full (financial) support.” 


Unmentioned, but implied, was the possi- 
bility industry leaders might withdraw all- 
important financial backing unless BOCA 
gathered more steam in the next year or two. 
But for the present, the materials men who 
finance the Building Officials Foundation 
would set their sights on a policy BOF’s 
new treasurer, Vice President James J. 
Dunne of U. S. Plywood Corp. put this 
way: 

“We've got to get behind this. We’re go- 
ing to push this year. After all, BOCA 
spent only $130,000 and got a good code. 
We want to see it widely adojted. That 
would let all of us simplify our production, 
our organization, our sales. The New York 
Code Commission spent $300,000 and all 
they have is a first draft.” 


Snail pace. Despite pep talks, the 195 
BOCA delegates took only sluggish action 
on plans aimed at speeding up code reform 
to save critical materials (i.e. reduce waste) 
in building. On the convention’s second 
day, they shouted down a recommendation 
to let the two BOCA codes be amended “for 
the duration” by a majority vote of BOCA’s 
executive committee. In its final hours, the 
convention went only half-way to support 
a behind-the scenes appeal by wiry Robin- 
son Newcomb, housing economist for the 
Defense Production Administration, who 
asked BOCA to write a model ordinance 
enabling local inspectors to waive local 
code requirements for the emergency. From 
the Government’s viewpoint, enlisting sup- 
port of local inspectors in saving materials 
made good sense: it would provide a match- 
less enforcement brigade—free. But instead 
of drafting a model law, BOCA merely 
voted to form a committee to write one—in 
conference with the nation’s two other ma- 
jor code organizations, the Pacific Coast 
Building Officials Conference and the South- 
ern Building Code Congress. 


Photo: Norman Fricke 


Such joint consultations were becoming 
more and more frequent between leaders of 
the three code groups. Already top officers 
of the BOCA and the Pacific Coast Building 
Officials Conference cross the country to at- 
tend each others’ executive committee meet- 
ings. Both groups use the same publication 
to present proposed code changes. And with 
the National Board of Fire Underwriters, 
all three are slogging slowly toward na- 
tional uniformity with a joint committee on 
code unification. 

Union now. To the harmony act, new 
BOCA President Joseph Wolff suggested an- 
other addition. From the convention floor, 
he asked Gilbert H. Morris of Los Angeles, 
second vice president of the PCBOC if the 
two groups couldn’t set up a joint organiza- 
tion to approve new building materials. 
This would save manufacturers the expense 
of winning two approvals. 

“I don’t see why not,” replied Morris. 
“Let’s try.” 

Wolff, 60, a husky, hulking (6’ 1”) ex- 
home builder whose Detroit building de- 
partment is among the nation’s biggest and 
best, also gave the delegates some plain- 
spoken advice: 

“There’s a popular idea that the building 
official, as a downtrodden public servant is 
too busy doing his job to have time to get 
out and plug for code reform. That is no 
excuse ... We don’t want to flounder around 
another year and make excuses.” 

Only time would tell if building inspec- 
tors could be needled into plugging for 
code reform in their own cities. But having 
Joe Wolff doing some of the jabbing would 


help. 


HOLC QUITS AT PROFIT 


The Home Owners Loan Corp., founded in 
depression’s dark June 1933 to bail out 
banks and other holders of $3,498,900,000 
worth of defaulting mortgages, last month 
shut up shop for good. Inflating real 
estate prices let HOLC hand the Treasury 
a check for $14,000,000 profit, instead of 
a bill for the $200 to $500 million deficit 
foreseen when the agency was created. To 
speed liquidation, HOLC sold its last $319,- 
000,000 worth of mortgages to private 
lenders. 
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FHA in Miami: Architects Beef 
On Design, but Builders Don't 


This is the second in a series arising from complaint by many architects and builders 
that the Federal Housing Administration has slipped behind times in accepting mod- 


ern design and construction practices. From Los Angeles, subject of the first close- 
up of one of FHA’s 72 virtually autonomous district offices (April, p. 20), The 


Magazine of Building jumps across the country to Miami, where architects account 


for design of a higher proportion of homes than in most other parts of the U. S. 


A composite picture of the FHA, if painted by Greater Miami architects and builders, 
would probably show a creature half-devil, half-saint, holding aloft a jagged stump and 
ready to fling it at a sketch marked “contemporary design.” 

The men who guide the Miami district office of the Federal Housing Administration 
are either Satan or angel to many of the architects and builders in booming southeast 
Florida. The cleavage is pretty much along occupational lines. 


Says Frank E. Watson, president of the 
South Florida chapter of the American In- 
stitute of Architects: 


“We find the FHA here quite backward 
in accepting fresh ideas and good housing 
practice based on conditions in this area. 
Their minimum standards aren’t too tough 
to meet, but they won’t permit much flexi- 
bility... . What the FHA seems to have in 
mind down here is the old defense house— 
the square, cracker box dwelling. You can 
see thousands of them in FHA approved 
projects in the Miami area.” 


Another view. Says Miami Builder 
Thomas P. Coogan, former president of the 
National Association of Home Builders: 

“I have no complaint. They’re a very 
agreeable bunch to do business with if you 
don’t get arbitrary. Sure, I’ve had my little 
troubles, but you have to expect that with 
any lender. There are a lot of architects 
with very advanced ideas in Miami. FHA 
won't go along on a design until it has 
proved to be marketable. I don’t blame 
them. FHA is reluctant to go ahead on 
tracts in undeveloped areas. I think that’s 
not bad practice. But they’re always will- 
ing to sit down and discuss a problem. We 
never had any trouble with the flat roof, or 
exposed beam ceilings, for instance. If all 
the FHA offices were as good as the Miami 
one, there wouldn’t be much to complain 
about.” 

Adds Julius Gaines, one of Miami’s big- 
gest builders of low-priced subdivisions: 
“We have very little difficulty... .” As for 
design, Gaines feels “that’s for architects, 


the PHA people and those who are going to 
live in the houses.” 


No more for good design. It is on de- 
sign that architects focus their complaint 
that FHA is dragging its feet. Principal 
Bripes include: 1) the agency in its valua- 
tions of homes allows little more for good 


design than for $25 stock plans, 2) FHA 
makes no allowance at all for the minute 
planning of detail that goes into contempo- 
rary homes compared to conventional styled 
dwellings and 3) it is maddeningly tedious 
to cope with the red tape. 

A few architects, frustrated and dis- 
gusted, have even quit trying to do business 
with FHA at all. One is Igor Polevitzky, 
whose associate, Verner Johnson, explains: 

“It was just too trying. . .. We found the 
FHA ultraconservative. They will yield 
here and there on minor matters, but essen- 
tially, they are reluctant to approve any de- 
sign which isn’t covered by the rule book. 
They’re thinking in terms of immediate re- 
sale of houses. We feel that houses of today 
that appear unusual are really pace setters 
in design and will become the standards of 
tomorrow. As we understand FHA, it was 
originally created to meet the requirements 
of home builders. But that policy seems to 
have been twisted to where it now meets 
only the specifications of investors. We 
think this has so standardized housing, 
especially in the large developments, that 
FHA is contributing to the creation of to- 
morrow’s slums.” 


Reports Architect Wahl Snyder: “We 
don’t handle any more work that involves 
FHA financing: too much detail and red 
tape. With the building and loan associa- 
tions and banks, our clients can get a deci- 
sion on financing in one to three days. 
Sometimes it takes weeks to get an indi- 


vidual design through FHA.” 


Rear end front. As another sample of 
antiquated FHA thinking, Frank Watson 
cites the case of the $5,000,000 University 
of Miami dormitory project which he 
helped design. All the buildings were ori- 
ented in the same direction so living rooms 
and bedrooms would face east or south to 
catch prevailing winds. This caused the 
backs of some dorms to face the streets. 

“We had a hell of a row that lasted weeks 
before FHA would approve,” reports Wat- 
son. At that, the green light came only after 
higher echelon officials from Atlanta and 
Washington got in the scrimmage. 


Architect Alfred B. Parker can lay claim 
to one of the best publicized controversies 
of his area involving FHA. He drew plans 
for a home for Luther Voltz, a reporter for 
the Miami Herald (see cut). “I didn’t con- 
sider it too radical for Miami (only sub- 
tropical climate zone in the U. S.),” Parker 
recalls, “but the FHA wrote across my 
plans: “This house too highly individual- 
istic for marketability.’ 

The Herald promptly published a sketch 
and floor plan with a caption: ‘Would you 
buy this house? The FHA says you 
wouldn’t.’ A dozen phone calls asking for 
the name of the architect testified to public 


interest in the house, reports the Herald. 


This, of course, sent bureaucratic circles 
into a tizzy. FHA sent an investigator from 
Atlanta, and another one from Washington. 

“TI was called into conference,” Parker 
remembers, “I was told that in the future 
FHA would give more liberal attention to 
plans for individual houses.” 

But the Miami district office still refused 
to underwrite financing of the Voltz house. 

(Continued on page 30) 





“TOO INDIVIDUALISTIC FOR MARKETABILITY,” said FHA’s Miami office of this house planned 


by Al Parker. Result: an uproar. 
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*The quality group of door manufac- 
turers is comprised of mills inspected 
regularly by the Fir Door Institute 
inspection service. This service is a 
check on quality completely indepen- 
dent of individual mill supervision. 
The doors produced by these manu- 
facturers carry F DI grademarks: 


Acme Door Corporation 
Hoquiam, Wash. 


Buffelen Manufacturing Company 


Tacoma, Wash. 


Cruver Door Company 
Anacortes, Wash. 


Klamath Door Company 
Klamath Falls, Ore. 


M and M Wood Working Company 


Portland, Ore. 


E. A. Nord Co., Inc. 
Everett, Wash. 


Puget Sound Manufacturing Co. 


Tacoma, Wash. 


Robinson Plywood & Timber Co. 


Everett, Wash. 


Simpson Logging Company 
Seattle, Wash. 


Vancouver Door Company 
Montesano, Wash. 


The Wheeler Osgood Company 


Tacoma, Wash. 
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For Real Beauty... 
and Quality, too—It’s Grade- 
Marked Douglas Fir Doors 


There’s beauty you can see ... quality you can trust 
in quality manufactured* Douglas Fir, Western 
Hemlock, and Sitka Spruce doors. 

Architect-designed for beauty, FDI-Inspected 
doors are produced in 21] entrance door designs, 26 
interior door designs, several garage door designs. 
Cape Cod, Monterey or Contemporary — there’s a 
style, size and grade to fit exactly every architec- 
tural treatinent ... blend with every decor. 


Performance-engineered for perfect alignment, 


perfect balance. . . 


mark of quality are manufactured and inspected 
in strict accord with rigid Department of Com- 


merce quality standards. 


Genuine FDI-Inspected doors are 
stamped with official industry grade- 
marks shown at left. These marks are 
far more than grade identification. 
They are your assurance of uniform 
quality and craftsmanship. Furnished 
at buyer's request are notarized Cer- 
tificates of Inspection attesting manu- 
facture and inspection in accord with 
U.S. Commercial Standard CS73-48 or 
Cs91-41. 


doors bearing the FDI hall- 





Fir Door Institute 


Tacoma 2, Washington 
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Cather the storm with wale of sfee/ 


Let them frolic, let them splash—no damage done. Not when 
your walls are safeguarded with sparkling, water-safe tiles of steel. 


Like the other steel equipment in this bathroom—light fixtures, 
shower curtain rod, medicine cabinet, for instance— 
steel tile is decorative as well as durable 
. . . low in price and high in practicality. ' 


That’s because it zs steel— America’s most useful metal, America’s 
greatest bargain metal. More than that, it is made of a steel 


particularly suited for the purpose— Weirzin, the electrolytically 
, zinc-coated steel that resists heat, moisture, rust . . . that provides 
a wonderful base for paint . . . that protects the beauty it adds. 
Steel is one of the most reasonable things you can buy .. . 
one of the greatest values you can obtain for your money. 
It’s good business to make steel your standard—and save. 


WEIRTON STEEL COMPANY 


Metal sculpture, executed in Weirzin WEIRTON, WEST VIRGINIA 


steel, demonstrates the exceptional work- 


ability of this easily fabricated metal. spenermper ng pus 
4 ATC & eer. 
3 cen licsste ede 
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Two years later, it still hasn’t been built. 
Washington rarely overrules chief archi- 
tects of its district offices. 


Nerves in sportswear. In Miami, this 
authority is Thomas A. Bruno, a chunky, 
nervous mannered little man of 65 whose 
shock of gray hair is enhanced by leathery, 
sunburned face and arms. His deep brown 
eyes, behind horn-rimmed glasses, look 
harrassed by many problems. He wears the 
conventional dress of the outdoor man in 
southeast Florida: casual slacks, short- 
sleeve sports jacket or shirt without tie, two- 
tone sport shoes, fancy socks but never a 
hat. He smokes incessantly, mostly ciga- 
rettes. Now and then he fires up a big pipe. 
Not college trained, Bruno served his archi- 
tectural apprenticeship in New York during 
the early 1900’s with Carrere & Hastings 
and with Warren & Wetmore. The 1925 
land boom wooed him to Miami Beach, 
where he practiced until he joined FHA 
five years ago. Tom Bruno is no man to 
take lightly insinuations that his office is 
rough on modern design. To an acquaint- 
ance recently he snorted: 


“Anybody who says I’m blocking the de- 
sign and erection of contemporary housing 
in southeast Florida is off his trolley.” His 
boss, District Director James A. Adkisson, 
who was listening, sucked on a fancy 
streamlined and lacquered corn cob pipe 
and nodded aproval. Bruno continued: 


“I was building contemporary houses be- 
fore a lot of people in the building game 
down here were born. In the four years 
I’ve been on this job I’ve turned a flat 
thumbs down on exactly five designs be- 
cause I thought they were impractical. Not 
one of those houses has been built yet.” 


Pace: slow. Bruno and Chief Under- 
writer Otto P. Ream Jr. concede that appli- 
cations for a mortgage do indeed take 
longer in public hands than in private. 

A district FHA office is a three-legged 
process. The architectural branch studies 
plans and specifications to establish re- 
placement costs of a proposed house. The 
evaluation branch checks the property 
against plans to determine the house’s 
market value. The mortgage risk branch 
checks the credit standing of the buyer. The 
chief underwriter collates the figures of 
architectural branch and evaluation boys 
to set the final commitment figure. 

The result, says Adkisson,-is that while 
12% of applications for mortgage insur- 
ance are processed within 7 days (com- 
pared to the one to three in private firms), 
it takes 14 days to handle 95% of the cases. 


Runners up. Bruno puts his theories 


about design in plain language. “It isn’t 
FHA’s function to pioneer design or prove 
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a market for any type of house,” he says. 
“A good example is the ranch type house 
that has become so popular here. Frankly, 
we looked askance at it when it was first 
submitted. But we finally approved it. The 
architects, builders and developers have 
proved it. Now, we okay ranch style plans 
as a matter of course.” 


That leaves the hurdle of the underwriter 
to clear. But Otto Ream is frank to say he 
has, in effect rejected many a house by the 
subterfuge of cutting down its appraised 
value, which would require the buyer to 
produce more cash before the home could 
be built. 

“If Bruno and his men or me and mine 
can’t reconcile differences with the archi- 
tect or owner and if Bruno can’t find justi- 
fiable professional reasons for rejecting the 
plans, I assume the role of stump chunker,” 
Ream smilingly told a caller recently. 

He is a personable six-footer who has 
spent 16 years with FHA, though he is still 
under 40. He admits frankly that he’s not 
going to let any designer make him stick 
his neck out where somebody could chop 
his official head off. “We can understand 
why some people go away cussing mad. .. . 
We try to apply our rules as broadly as we 
can, but we can’t bend them out of shape.” 


The big hassel. On one point, Miami's 
architects and FHA officials fully agree. 
Relations have been better since Adkisson 
called a meeting of some 250 architects and 
builders 18 months ago in the hope of drum- 
ming up economy housing. 

“It was like knocking the keystone out of 
a dam,” the district director admits now. 
“We had it hammer and tong for several 
hours. But it cleared the air... .” 

Best result, from FHA’s view, was an up- 
surge of economy homes (under $5,700). 
In five years, some 8,000 of the 45,251 
homes the Miami FHA has approved fall 
into that bracket. 

One neutral Miami observer summarizes 
the impact of FHA on Miami in these 
words: “There’s evidence that FHA has 
suppressed, or made financing through pri- 
vate sources difficult for, a great deal of 
individualistic housing which might now be 
glittering under the Florida sun. 

“There’s no gainsaying that FHA also 
has been responsible for hundreds of mass- 
built housing projects — those ‘potential 
slums of tomorrow.’ But with all the land- 
scaping and shrub-planting you can see in 
progress, there’s very little evidence yet 
that they’re beginning to look like slums. 
One’s esthetic sense, however, may be of- 
fended by the row upon row of little, square 
houses on 60 x 100 lots.” 

From a philosophical architect comes the 
same summarizing complaint heard in Los 





Angeles, or Atlanta, or Hartford, or Kan. 
sas City: “Actually, the trouble is caused 
by the simple fact that FHA architects, yp. 
derwriters and other officials are not top 
men in their field. If they were, they 
wouldn’t be working for the Government.” 


SAVINGS & LOAN conventional 
lenders foresee a rosy year 

Delegates to the 8th annual convention of 
the National Savings & Loan League last 
month in Los Angeles were almost gleeful, 
They had reason. Government credit re. 
strictions and the pinch on mortgage funds 
would probably hurt them less than any 
other segment of the nation’s housebuilding 
and financing industry. 

Said Dr. H. E. Hoagland, league consul. 
tant and professor of business finance at 
Ohio State University: 


Photos: Cov Watson 





EARL W. WEBER (I.), new president of Na- 
tional Savings & Loan League, accepts gavel 
from O. W. Boswell, retiring chief. 


DR. H. E. HOAG- 
LAND urged League 
to adopt bonus inter- 
est plan for long- 
term deposits. 





“Perhaps Regulation X represents a step 
in the right direction . . . Must we always 
look to our national government for suc- 
cessive doses of inflationary medicine when- 
ever we begin to experience the pains of de- 
flationary indigestion? The end result of 
such policy is not hard to forecast: The 
more private enterprise becomes dependent 
on public aid, the less likelihood of its con- 
tinuous survival.” 

Viewing the shortage of mortgage money, 
Director T. B. King of the Veterans Ad- 
ministration loan guaranty service offered 
a stern prediction: “It looks like the tight- 
ened period will just have to be sweated out 
by all concerned.” 

Already, reported many of the 497 con- 
vention registrants, interest rates on con- 
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yentional loans were on the rise. Incoming 
League President Earl C. Weber, president 
of Chicago’s Hoyne Savings & Loan Asso- 
ciation placed the jump at Wy%, 

Also elected : first vice president, Raleigh 
W. Greene, St. Petersburg, Fla.; second 
vice president, J. E. Hoeft, Glendale, Calif. ; 
secretary, A. G. Peterson, Greenwich, Conn. 

The convention adopted an optimistic 
economic committee report forecasting: 
conditions during 


Business coming 


months will remain favorable, despite ris- 
ing costs, manpower shortage, controls and 
other handicaps; competition for conven- 
tional mortgages (“the sustained strength 
of our industry”) will grow stiffer as hous- 
ing starts drop “substantially” and war pro- 
duction pay checks fatten savings. Mean- 
while, demand for existing homes will re- 
main firm and the high volume of real 
estate transfers will hold up as long as 
inflation continues. 


Building Managers Find Their Problems 
The Same, but More Pressing ‘Than Ever 


As usual, the men who operate the U. S.’s 
skyscrapers found plenty to worry about 
—creeping socialism, mounting taxes and 
expenses, defense shortages and decentra- 
lization of cities. 

The problems were not new to the 801 
delegates at the 44th annual convention 
of the National Association of Building 
Owners & Managers. They were, said for- 
mer president Clarence Turley of St. 
Louis, “more prominent and threatening” 
just now. 

No. 1 worry was the threat of commer- 
cial rent control. The Administration was 
trying to include it in extension of the 
Defense Production Act, a step the conven- 
tion lustily denounced as “unnecessary, un- 
warranted and impractical of administra- 
tion.” Basis of the case for commercial 
rent ceilings, several delegates contended, 
is a Senate small business committee sur- 
vey among 20,000 retailers and _profes- 
sional men in only six cities (Birmingham, 
Boston, Denver, Los Angeles, Minneapolis 
and Phoenix). Returns showed a 781% 
rent increase from 1940 to 1950. That 
compared with an average increase of only 
26% in residential rents during the same 
decade. But the office managers noted that 
the survey took no heed of comparative 
business volume in 1940 and 1950. More- 
over, compared with the rise in the cost 
of living (70.5%), commercial rents were 


not out of line, said NABOMers. 


Same team. Not changing firemen in 
the middle of a fire, the association re- 
elected its ranking  officers—President 
James F. Cook, Jr. of St. Louis, First V.P. 
James M. Bradford of Seattle, Secretary- 
Treasurer Sterling Bigler of Philadelphia 
—who would carry the anti-rent control 
campaign before Congress. So far, re- 
ported Cook, “we have tried to act with 
quiet restraint.” 

The four-day meeting in Houston’s Rice 
Hotel also brought forth these suggestions 
for other building management problems: 

To reduce a No. 1 waste item, high em- 
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ployee turnover and resulting inefficiency: 
offer employees hospitalization insurance, 
urged Robert S. Curtiss of New York. 
Create a welfare fund for emergency loans 
to employees; study pension systems, offer 
financial inducements such as reimburse- 
ment of employees for the cost of taking 
educational courses. 

To win decreased assessments: In one 
southern city, reported Atlanta’s Fred B. 
Moore, building owners were rebuffed 
when they cried for lower taxes. City 
fathers sneered: “you can’t muster 100 
votes.” Accepting the challenge, the own- 
ers set up voter registration booths in 
five big office buildings, signed up 12,000 
tenant-voters. Confronted with a subse- 
quent threat to write 12,000 letters com- 
plaining of the city’s attitude, the city coun- 
cil granted reduced assessments. 

To hedge against inflation: 1) write 
leases with escalator clauses tied to the 
Bureau of Labor Statistics commodity in- 
dex or 2) wider adoption of percentage 
leases. Advised Gray Phelps of Los Ange- 
les: “The certain cheapening of the dollar 





NABOM DELEGATES WERE SO WORRIED about commercial con- 
trol (which Washington observers think unlikely) they re-elected (1. to 
r.) Executive Vice President Robert B. Beach, First Vice President 
James M. Bradford, Secretary-Treasurer Sterling Bigler. 


with its corollary higher operating costs 
indicates long term flat-rent commitments 
should be avoided.” 


Back to the city. Decentralization bothered 
NABOM least. Other businesses usually 
grab up first-rate office space vacated by 
firms moving to the greener, airier suburbs. 
Delegates felt most companies make sub- 
urban moves because they can’t find 
enough space downtown. Some have even 
moved back downtown when enough space 
became available. Others have found they 
had to pay help $15 to $25 a month more 
in the suburbs, to compensate for bad trans- 
portation and poorer shopping facilities. 

With office-occupancy holding close to 
98% nationally, Government demands for 
more office space vexed a few managers in 
metropolitan centers. Former NABOM 
President J. Clydesdale Cushman of New 
York complained federal agents will lease 
only newest buildings, spurn proffered 
older ones. 


Unpredictable U. S. The convention got 
no answer to how much space the Govern- 
ment will require from cautious W. E. Rey- 
nolds, U. S. Commissioner of Public 
Buildings. All he would say was that 
“generally, the Government can be ex- 
pected to hire between 35,000 and 50,000 
people outside Washington in the next few 
months,” Reynolds reported that since the 
Korean war he has reduced the cost of 
housing Federal employees from $194 to 
$161 each—by crowding. Now, he insisted 
he is close to the point where further econ- 
omy on space will only increase head colds, 
employee tension and inefficiency. 

The commissioner, who is charged with 
leasing space for nearly all Federal agen- 

(Continued on page 34) 


Shoemake-Stiles 





RE-ELECTED President 
was James F. Cook Jr. 


U. S. BUILDINGS Com- 
missioner W, E. Reynolds 
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: |\ It takes more than one hour 

for one-quarter of one Btu to pass 
through one inch of Balsam-Wool® 
one foot square. This low ‘‘k’’ factor 





is the reason so many architects 
specify Balsam-Wool sealed insulation 
for lasting protection. Complete 
information—including an A.1.A. folder 
of application data sheets—is yours for 
the asking. Write for it today. 

Wood Conversion Company, 

Dept. 147-61. First National Bank 
Building, St. Paul 1, Minnesota. 
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Sealed Insulation — A Product of Weyerhaeuser 
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--. used in the World’s Finest Buildings 


f School of Nursing, Holy Cross Hospital 
' SALT LAKE CITY, UTAH 
Architect: Lloyd W. McClenahan 


Builders: Tolboe and Harlin Construction Co. 
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cies, flung a verbal boulder at modern, 
glass-faced buildings: “Glass exteriors 
leave me aghast. They’re sitting ducks for 
atomic attack.” If he has his way, said 
Reynolds, the Government will use no 
glass “except where windows can be 
washed froin the inside and thus save 40% 
of washing costs. 

Before adjourning, NABOM plumped 
for revival of war damage insurance, with 
the initial cost to be borne by the Govern- 
ment, but any surplus of premiums over 
claims to be split among policyholders 
when the danger of attack ends. 


DIRECT LOANS to veterans rise 
sharply, VA reports 


Since Congress in 1949 appropriated $150 
million for direct mortgage loans to vet- 
erans unable to borrow from private len- 
ders at 4%, the Veterans Administration 
had loaned only $63 million to 6,582 ex- 
Gls. But lately, 4,000 applications had 
been pouring in and the rate was rising. 
VA officials, claiming they might run out 
of cash by mid-summer, were preparing to 
ask Congress to add to the kitty. Probable 
method: an amendment to the long-stalled 
Defense Housing Bill, though if the bill 
stalled past June 30, VA’s direct loan au- 
thority would expire. 


MORE MARKET FOR LIGHT 


Across the U. S., power plants were being 
built so fast the Defense Production Ad- 
ministration figured the nation’s generating 
capacity by the end of 1954 would be up 
50% over January of this year. 
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Two Building Experts in Defense Pog 


One of building labor’s top leaders, Joseph 
D. Keenan, and one of industry’s top con- 
struction specialists, Clay P. Bedford, at 
last joined the high 
councils of mobili- 
zation. Keenan, (r.) 
54, who rose from 
Chicago cable 
splicer to  secre- 
tary-treasurer of 
AFL’s Building 
Trades Depart- 
ment, was named 
assistant Defense Production Administra- 
tor. One-time vice-chairman (1943-45) of 
the old War Production Board, later labor 
adviser to Gen. Lucius Clay in Berlin, 
Keenan will serve without pay, keep his 
AFL job in Washington. 

Bedford, (below) 47, executive vice-presi- 
dent of Kaiser-Frazer, bec ime assistant to 


Mobilizer Charles E. Wilsou. Longtime (26 





years) aide to 
Henry J. Kaiser, 
whose _ industrial 


empire was built 
on cement and 
gravel, Bedford is 
the Texas-born son 
of a construction 
engineer, holds a 





civil engineering 
degree from Rensselaer Polytech (1925). He 


was project manager of inter-state pipeline 








Explains Owner Phil Tovrea Sr. 
whose Tovrea Land & Cattle Co. claims to run 
the biggest pen feeding operation in the world: 
“Most banks are like dungeons. We tried to 
build a bank with a weicome. Still we wanted 
our depositors (bank presidents to cowpokes) to 
have pienty of confidence their money is safe.”’ 
For the touch of welcome, Architects Pereira and 
Luckman gave them a 65 x 100’ lobby with rough 
sawn 1 x 2 in. fir plank walls, counters of stained 


Ralph Camping 


OUTSIDE VAULT, COWBOY LOUNGE make Phoenix bank unique 


A western cattle baron last April moved his 
Farmers & Stockmens Bank into this refresh- 
ingly novel glass home five miles south of Phoe- 
nix, Ariz. 


wood, door handles fashioned from horseshoes, 
deep leather armchairs, and floors of rough cut 
granite set in unfinished concrete ‘‘so cowboys 
realize their spurs can’t hurt ’em.’’ To dramatize 
the sense of security, the vault went outdoors. It 
has 5’ thick stone and concrete walls, a 7-ton 
steel door leading to the lobby. Floodlights give 
extra burglar-protection at night. Typical re- 
action among the 10,000 Arizonians who attended 
the opening ceremony came from a cowhand who 
eyed the vault, whispered: ‘‘that sure as hell 
looks solid.’’ A lady spectator gushed, ‘“‘! love 
this. I’m going to build a house like this exactly.”’ 








a 


construction, construction Superintendent y 
Grand Coulee Dam, helped build the $5 
million Navy Air Station at Corpus Chrigi 
Tex., before he became vice President aj 
general manager of the four Kaiser 4: 
yards at Richmond, Calif., that built 7 
ships during World War II. Bedford's 
signment for Wilson: stimulating Produ. 
tion. 


New bosses of the world’s tallest structure 
Manhattan’s 102-story Empire State Built 
ing, were Florida Hotelman Ben Tobin, 
and two camera- 
shy partners, De- 
troit Banker AIl- 
fred R. Glancy, Jr. 
43, and Realty Op- 
erator Roger L. 
Stevens, 41, of 
Ann Arbor. They 
plunked 
$1 million cash, : 
agreed to pay John J. Raskob’s estate af 
family another $24 million within & 
months for 44% of Empire State stock 
At that price, it was, as Stevens said 4 
cheap piece of real estate.” The skyscraps 
is valued at $50 million, grosses $10 mi 
lion a year. Raskob heirs sold to pay inher 
tance taxes, provide funds for a Catholi 
Foundation his will created. 


down 





Talbot Hamlin, 61, diminutive, whit 
bearded professor of architecture at Colum 
bia University, and his wife Jessica, & 
came authors of an intriguing book about 
their summertime hobby: cruising the At 
lantic coast (We Took to Cruising, Sheridan 
House, $3.50). 


Elected: President John R. Cooney of Fite 
men’s Insurance Co., Newark, to the pret 
dency of the National Board of Fire Under 
writers. Retired: Sewell L. Avery, as chat 
man of U. S. Gypsum. 


Landscape Architect Thomas Church 0! 
San Francisco, who won the Fine At 
Medal of the American Institute of Ard 
tects at its Chicago convention early in Mas 
promptly was voted another honor, the 
medal of the New York Architect 
League. Other recipients of special AlA 
convention awards: prodigious, affable 
Marshall Shaffer, chief architect of thet 
S. Public Health Service, the Edward ¢ 
Kemper Award; Steuben Glass, Ime # 
special citation for craftsmanship. 
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to insulate against heat loss 
in radiant floor panels of 


basementless houses 

















Sheathing — 


Finish Floor 


see? 
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In basementless houses, where a radiant pane 
direct contact with the foundation wall, heat d 
perimeter of the slab constitutes a major heat 
conducted in the ASHVE Research Laboratorie 
importance of insulating the floor panel from ft 


In this design a waterproof insulation separate 
of the slab and the fill beneath th 
conductive foundation wall. 


Note also the 6 inches of clean g 
loss to the ground, offers protectic 
in more uniform temperature con 
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This de 

for insulating ceiling-t 
panels, with complete 
tions, is available on 8 


sheets convenient for filina. § 


for your copie: todaqay 
American Bra C 
Waterbury 20, C 
In Canada: Anas 
American Bra 
New Toronto 


nothing serves like ANACO N pA COPPER TUBES 








T 
HE MAGAZINE OF BUILDING - JUNE 1951 


39 








P 

4 
i 
ey 
i 
| 


—s 7 
Gia 


Se eS ee 



















Pipe Jos at ES 


Se 


} 





rr 


err er SE SE 


PT 











en 


AO URI APN STD 


Ee 


— 
72 me eee - 
— — 


NEITHER ACIDS, 
ALKALIES, GREASE, 
OILS NOR ALCOHOLS 
WILL AFFECT 
1T. 


about Plascor. 








PLASCOR 





the Tygon plastic floor tile 


No need to worry about Plascor standing 
up to chemicals and greases. It’s made from 


Tygon, the inert plastic material used to line 
acid tanks. No need to worry about wear. 
Plascor will outwear any resilient floor tile 
made. No need to worry about maintenance. 
Plascor doesn’t show marks easily, resists dirt accumulation, wipes quickly clean. 


But chemical resistance and long life are only two of the many things you'll like 


Plascor’s unique combination of cork and Tygon plastic makes a floor tile of un- 
usual resilience — gives a cushioned comfort that makes walking or standing so 
much less tiresome. And Plascor is whisper quiet — absorbs the sound of walking 


feet like a deep rug. 


You'll like Plascor colors, too. They’re comfortable to look at, blend wonderfully 


well with any decorative scheme. 


Plascor costs but little more installed than the better grades of rubber floor tile. 
It’s worth it. No other resilient floor tile can give you Plascor’s combination of 
chemical resistance, true flexibility, long life, ease of maintenance, quietness and 


underfoot comfort. 
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If You Do Not Have 


Complete Technical Data 
and Samples of PLASCOR 
in your Files, 


Write for them today || 


; 
ie 


— ee ee ne 


_ a 
— — a — =. « 


Plascor is made in 814", 11", 17" and 
34” squares in eleven marbleized col- 
ors. Feature strip in 1", 2", and 3” 


widths. 4” high flexible cove base. 
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Akron 9, Ohio 












LETTERS —waste In BuiLping 
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Never before has an article in this Magazin 
stimulated more comment than did the Row, 
Table reports on Waste in Building in the Feb, 
ruary and March issues. Excerpts from this 
heavy mail are presented below; 


“ . other letter 
begin on page 66.—Eb, 


. » « building codes: a hidden tax 
Sirs: 

You may have no fear that I would Miss the 
Round Table report on the important anti-wag 
program initiated by your magazine. 1 alway 
digest the content, from cover to cover, Withou 
prodding. 

The Round Table Conference is, without dou 
the most effective initiation of thinking in the 
direction of national efficiency, which I have see 
during my experience. The caliber of the deb 
gates speaks very well for the program. Yq 
have taken on a tremendous task—but how eg 
you drum it into some of the empty heads whic 
have to be filled with such strange knowledge? 

Building codes represent one of the largey 
hidden tax systems in the U. S. They have added, 
tremendously, to the cost of building our cities 
and without making them any safer or mor 
sanitary, They are a product of our inefficient, 
ignorant and often “sloppy” political bodies an 
privileged trade interests — but I suppose on 
must be content if one gets half a pound of mu 
ton from a wooden goat. 

As for my recommendations, I could write: 
book on the subject, but it would be compare 
to the effort of trying to plug the flow of the city 
trunk line sewer with the stopper of a perium 
bottle. 
bigger and better in everything. We are, indeed, 


We always tell ourselves that we ar 


bigger when it comes to wasting our resourees 
and manpower, but it is, apparently, only evident 
to persons with engineering minds. 

The technical press has long rendered a greater 
national service than any architectural body 
building or code authority in existence today: 4 
handful of men, who are not only able architects 
but also engineers and artists, have repeatedly 
contributed works so far above the national aver 
age that the rank and file in the profession hs 
difficulty in comprehending its existence. 

Gosta R. Truepsson, Engine 
Holden, Mass. 


. » » @ pain in the neck 
Sirs: 

... 1 am in strong agreement that the building 
codes are, in general, a pain in the neck to th 
progress of building. .. . . Another great setback 
to architecture is the Federal Housing Admit 
istration.... 

I am in strict disagreement with the Rout 
Table’s viewpoint on standardization of the home 
... Good designing and much, much thought wi 
save just as many dollars as that of standardise 
tion and also have many more advantages + 


(Continued on page 44) 
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New plast Wash white coat finish with 
a 10% zinc sulphate solution to remove 
free lime. If porous, prime with Arm- 
strong’s Wall Size. Acoustical materials 
can also be applied direct to dry, thor- 


oughly seasoned brown coat of plaster. 


ply 






Remove lime with zinc 
sulphate solution (1 Ib. to 1 gal. of 
water), and allow to dry thoroughly. If 
oil has been left by concrete forms, re- 
move by scrubbing with washing soda, 
rinse, and treat with zinc sulphate. 








The only preparation needed 
for bare, unpainted plaster is treatment 
with Wall Size if porous or dusty. Re- 
move paper, oilcloth, or other coverings. 
Paint should be removed if unsatisfac- 


tory for base (see opposite page). 


Wash with zinc sulphate 
If surface is rough, apply 1” x 
3” furring, on 12” centers, then nail 
acoustical tiles to furring, or apply gyp- 


solution. 


sum base. 


Masonry may be furred or 
finished with brown coat plaster. 
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acoustical 


Repair by nailing 34” 
thick gypsum lath directly over the plas- 
ter. Nails should be driven into joists. 
If wood joists are not available, cross-fur 
with wood strips on 16” centers and nail 
gypsum lath directly to furring. 





Cross-fur with 1”x 
3” strips, on 12” centers, and level for 
application by nailing or screwing; or 
fur on 16” centers and apply gypsum 


base. Either of these methods can also 


be used when preparing metal ceilings. 


— _ wa \ 
— 


ISTRONG'S 





MAT ERI ALS 





Free booklet, “How to Select an Acoustical Mate- 
rial,” contains important facts about sound con- 
ditioning. Write to Armstrong Cork Company, 
5406 Ocean Avenue, Lancaster, Pennsylvania. 
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Expansion Completed 
Fast! Three Quonsets, 40 
by 200 feet each, and 
one 24 by 48-foot Quon- 
set create a big new 
plant for Fastener Cor- 
poration at Franklin 


Park, Illinois. 


IDEAL FOR FACTORIES, WAREHOUSES, MACHINI 
SHOPS, STORAGE OR SERVICE BUILDINGS 


For additions to your present plant—or for new plants— 
Quonsets mean fast completion, economy of materials, 
adaptability to any use. Also, should plants need more 
expansion later, you can add Quonset to Quonset, accord- 


ing to the need. 


Made of N-A-X HIGH-TENSILE steel, Quonsets provide non- 
combustible construction and permanence far surpassing less 
modern buildings. They require little upkeep—are easily 


maintained. Let Quonsets serve you now. Write us today. © 


vroouces 


GREAT LAKES STEEL CORPORATION 


Stran-Steel Division « 

















STRAN-STEEL. AND QUONSET REG. U. S. PAT. OF Fs 


Ecorse, Detroit 29, Michigan moe wane 


Expands Floor Area by 20,000 Sq. 
Ft. Bill Jack Scientific Instrument 
Co., San Diego, Calif., began with 
two Quonsets and added 20,000 
sq. ft. of floor space in just 50_days. 
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I am also in disagreement with the Roun 
Table’s viewpoint on homes being Overdesigng! 
structurally. It isn’t the homes that are 80 much 
structurally overdesigned as it is the larger build, 
ings, such as the office building, commercial an4 
industrial buildings. . . . 


Cures Ray Batis 
Reno, Nev, 


. » « to inform the public 
Sirs: 

. .. Two major difficulties seem apparent: l) 
There is little evidence of coordination in effor 
to improve codes. The task of a cor.munity ¢, 
deavoring to set up its own code is far beyond 
the volunteer effort likely to be available, 2) Fer 
if any, agencies seem in a position to adequately 
finance investigations aimed at code simplifica. 
tion plus the publicity necessary to get the 
sults put in use. 

Might not your magazine encourage the {op 
mation of an “American Building Code Agsocis 
tion” somewhat like the American Standanis 
Association to coordinate and finance building 
code improvements? Public understanding of 
the nature and functions of building codes is 
most nil. The major function of an “America 
Building Code Association” would be to infom 
the general public. ... 

F. H. McBerty 


E. 1, duPont de Nemours & (y, 
Wilmington, Del. 


. » « less trouble for hill-billys 
Sirs: 

We hill-billys have a lot less trouble with « 
bitrary restrictions than do the big-city boys,... 

In other fields skin-stressed structures are be 
coming the norm for exterior use, in either simple 
or compound curves: small and medium six 
boats (molded or sheet plywood, molded plastic 
and fiber glass), aircraft wing panels and fuse 
ages (metal or plywood), auto bodies (metal). 
Is there anything in this for building? 

Your program has my enthusiastic support, ® 
does your publication. Recent issues have beet 
most exciting. 

Ernest A. Hamil 
Ashville, N. €. 


. « « With modular coordination 


Sirs: 


... Lam in hearty agreement with the Round 
Table when it says that the economies obtainabk 
by dimensional coordination on the 4” modi 
are already manifest... . 

However, I must take exception to your g@ 
eral statement about modular coordination: 4 
could bring a great advance but it’s no good ut 
less everyone uses it.” The AIA feels that iti 
already a great advance, although relative to the 
building industry as a whole, this forward step ® 
still in process. Many, after learning the prt 



































































ciples of the system, have fallen into the 
(Continued on page 48) 
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this seal is your assurance 
of highest quality Facing Tile 


When the Structural Clay Facing Tile you use is qualified to 


bear this seal, you know it’s good! 


This seal may be used only with Facing Tile that has been found 
to conform in every detail to the quality standards demanded 
of the Facing Tile Institute. This seal of quality is used only by 


members of the Facing Tile Institute. 


It means you'll get Facing Tile, both glazed and unglazed, you 
can depend on. You'll get tile that must be able to pass an 


acid test, literally—and tests for opacity, crazing, absorption, 


oppecrance, strength, imperviousness ... 


In furnishing you with this extra protection the Facing Tile Insti- 
tute gives you one more good reason for using this versatile 


product that builds a wall and finish in one operation. 


There are other good reasons; the Institute’s research program, 
for instance. Or its program of standardizing shapes and sizes 
to help you design and build with more ease and freedom. 
Or its development of engineered colors to help you select the 


right color for the purpose of any building interior. 


FREE FACING TILE CATALOG 


Send for free copy of our new Catalog 51-C. Very helpful for 
those who design or build with Facing Tile. Shows shapes, sizes 
and specifications. Write the Institute, Desk MB-6, for your copy. 


FACING TILE 


INSTITUTE 


1520 18th Street, N. W., Washington 6, D. C. 
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Plaswood 





Plaswood — 


AN IMPORTANT NEW 
WOOD PRODUCT 


atoka delete MEM Manlelitiiilelo(- My delete Ml ol aelem 
uct. It is made economically from 
selected wood particles, bonded with 
a synthetic resin. Plaswood board is 
available in various densities and 


thicknesses, in sizes up to 49” x 99”. 


What Plaswood is, how it is 
manufactured, . its Seonarties, 
its present uses, are briefly 
outlined in this folder which will 


forwarded upon request. 


oe . 





be Ss “ be : 

i 

_@¢ @ eeee#ee#@*e#ee#e*e#ee#e#e#ee83qe#ee#ee#e#ee#e#eee#e#e 
eee ; : 

| es cot. ae 


_ THE PLASWOOD CORPORATION 


Executive Offices: 18263 Hartwell Avenue, Detroit 21, Michigan 
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labeled “it’s no good unless eVETYOne uses ” 

am : Seg j 

True, for perfection, every work; : 
I , ry working drawing 


would be modular and every materials unit «; 
would be modular. Right now and f oa 
- OF several 
years past; a number of practical architects 
without waiting for the millennium have hell 
cutting their own production costs and getting 
more economical construction by doing modular 
working drawings, requiring modular shop dray. 
ings, briefly indoctrinating their Contractors whep 
necessary, and specifying such modular products 
as are readily available. Were there a Wider 
range of modular products at hand. the Savings 
these architects have achieved would be even 
greater, but the economies are there already 
whether the job is 5% or 95% modular. ' 
Many fail to realize that modular and non- 
modular materials can be combined Without 
added cost since the non-modular units would 
have to be cut and fitted anyway whether the job 
is modular or traditional. The beauty of the 
modular system is that even in the transition 
stage there is something, or everything, to he 
gained and nothing lost. Drafting economies 
alone justify it even if there were no modular 
materials. 
Wa ter A. TAYLor 
Director of Education and Research 
The American Institute of Architects 
Washington, D. C. 


. » » but don’t tell government 
Sirs: 


... There is no doubt that the savings in our 
drafting room due to modular design are very 
appreciable, and I have records to prove it. I am 
not even certain that the first job developed ona 
modular basis cost more to produce than it would 
have cost on a non-modular basis, 

However, I would not agree to the publishing 
of definite statements to this effect due to the 
fact that it would undoubtedly encourage some 
of our Federal agencies who are constantly try 
ing to reduce architects’ commission fees on Fed- 
eral projects, and give them wonderful ammun 
tion for their argument to justify further reduc 
tion of architects’ fees. While they might per 
sonally realize that the use of a modular system 
would automatically reduce the architects’ fees 
due to low construction costs, they probably 
would not admit it in the course of argument. 


Name withheld 


. » » the answer lies in concrete 
Sirs: 


In your April editorial on waste you say, “The 
most concrete demonstration was being blue 
printed by the NAHB. Two homes would be 
built side by side, one under old-fashioned build- 
ing codes, ... the other under conservation sta 
dards set by the Round Table.” 

This should be a reinforced concrete building 
experiment—one poured in the usual way; the 
other with 100% panel construction set in place 
mechanically. .. . 


(Continued on page 53) 
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rete at the site by erecting forms 


Pouring conc , <p: 
build a building, next 


ficient in themselves to 


sul aig 
ls inside the forms and then 


pouring the pane sce 
king down the forms is a duplication of effort 
tak 


a waste of time and money in these days of 
The objective is to bring the 





Fh wee BME 


« 
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and 
pre-cast pane Is. ine 
framing members of the building and the con- 


crete panels into one total unified assembly op- 
eration with jacks and power cranes, such as has 
been mildly attempted by private pioneers, but 
not extensively and not for the total structure. 
Until government comes in the process will be t ok 
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slow and hesitant and much time and money will 
be saved by a Federal commission appointed for 
the job. 

[ do not like to go to government for anything, 
even for subsidies for housing, or shipping, or 
farming, or anything else, but there is no choice 
and we must get on with the job. Since the build- 
ing contractors are largely assemblers, they will 
never carry this ball either in time or money. 

Efficiency cost reduction in the building in- 
dustry as a steady and continuous process, com- 
parable to motors and other progressive indus- 
tries, is just one more cog in the anti-inflation 
machine, which is the prime order of the day. 

I am suggesting some such course to the Presi- 
dent as the plan affects all departments con- 
cerned with building and hence should be di- 
rected by a central bureau, 

CHARLEs C. PLAtt, Architect 
New York, N. Y. 


«++ @ lobby on waste 
Sirs: 

Congratulations on your fine campaign against 
waste in building. You might do well to send a 
delegation to President Truman urging him to 
make a national campaign on the issue. . . 

Morris MILcrRAM, Pres. 
Smelo-Peters-Milgram. Inc. 


Builders and Engineers 


Philadelphia, Pa. 


+++ @ Mockery of architecture 
Sirs: 

The report in the February issue makes a 
mockery of architecture. 

Agreed, a saving in material and labor is of 
the utmost importance. However, such controls 
as suggested are not the proper way to accom- 
plish the ends. 

It would make as much sense to make every 
new building a Frank Lloyd Wright design. . 

You cannot impose something on a culture 
which is directly opposed to it. Our society and 


culture is based on speed, advance, more mate- 
tial things, and to hell with my neighbor today, 


and don’t even think about the neighbor’s chil- 
dren. . . . 


Phar is our culture. Accept it. But educate. 
educate, We can change, we must! Not today. VL, ta 
. 


but maybe tomorrow. 


nNOWN ' , 


Hat CHALMERS Strength 
oT 


Gray Lake, Ill. 
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. » » 25% per house 
Sirs: 


vee Your February report was terrific and sub. 
stantiated a great many of my own feelings 
practices. Fortunately, we have no codes “ 
and | have been able to use 2 x 3 studs, 3” - 
pipe, fiber sewer pipe, romex wiring, aa fs 
you know this windy, stormy territory (the ; 
shines a great deal too), you will admit Ps 
building must be good to stay up. 4 

There has not been a house built in these parts 
by part owner, carpenter and contractor arrange 
ment that I could not have (and I haye) dupli. 
cated for 20% to 25% less and still made money 
... and this by the effective use of modular om. 
struction and proper materials, The waste I haye 
seen on these jobs has been terrific and the bes 
reason you can get for such work ig “the othe 
fella does it that way.” 

What is needed more than anything else js 
educate the small carpenter builder to accept 
the new methods. . . .Your publication has bee 
an educational device giving me a greater knoy, 
edge of this business in a few short years tha 
the average builder gets in a lifetime. ... 


Nat SCHAFLER 
West Copake, N.Y, 


. » » labor is no penny item 





Sirs: 


.. . When you try to lower the cost by using 
2 x 3’s in place of 2 x 4’s and lighten up on cas 
iron and a few other penny items, the overal 
cost is affected so slightly that you might as well 
forget it. The place to start is on labor costs 
because that also has a bearing on overhead 
When you try to cut costs on any manufactured 
item you do not use cheaper materials, but you 
devise methods that will machine the artick 
faster, thus increasing the number of units per 
hour. 

The manner of house construction has nd 
changed in years. It needs a thorough overhaul 
ing to bring it in line with modern production 
methods. ... 

ARNOLD J. MILLIMAN 
North Tonawanda, N. !. 


. » » take doors, for instance 
Sirs: 


The report of the Round Table on the construe 
tion industry is extremely interesting and ¢tr 
tainly points the way toward more economicd! 
construction. ... 

We manufacture only one product, 4 hollow 
core flush door. This is the outgrowth of 9 aa 
in the lumber business, 75 of which has been it 
the manufacture of millwork, including doors 
We have, therefore, seen door construction 


velop from the raised panel door of the 1% 
century, which took about 35 board feet of lum 
ber, down through the veneer period, the insert 
frame period and now to the hollow core ctl 
struction which consumes only 7 board feet. This 
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has been our part, over a period of 75 years, in 
the economy of raw material. ; 

There has been similar improvement in opera- 
tions and machines, reducing saw curfs from ” 
16” where possible and the elimina- 


down to 1 : 
tion of operations by especially constructed 
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Georce P, Nevitt, Pres. 
Paine Lumber Co. Ltd. 


Oshkosh, Wis. 
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- or gl! i 
The Round Table reports in your magazine wl jo ‘ «cat gp & ge ge" 
have interested me so much that I am prompted a he Bs +8 gan g ee 
to remind the building industry that our facilities 18 He rT pate : ge? ge 
of the Commodity Standards Division are as ac- lias ‘mii as ial gate : a Phos 3 
cessible to it now as ever. af 1 ' TL mt ' ma Ed 
Simplification is a sensible, practical proced- n ‘i if! uf LE ' + " 414 Hp : | $i. 
ure in normal times; it is doubly valuable, not to tb | at pu ai f +H Te pai ¥ 
say essential, in a national emergency. More ig : By ge + suasenee | aaa eg 
than half the WPB limitation orders featured ef ie tea nt | seereereé i wn ' 
simplification. It is likely that something similar 
will occur under NPA. t 
Our experience has attracted the attention of ' 


industries in the Marshall-plan countries because 


« 
& 


Dread. 


simplification is conducive to increasing produc- 


tivity, é 
Epwin W. Exy, Chief b 

Commodity Standards Division > 

U. S. Department of Commerce , 

Washington, D. C. 4 

...» Make it permanent % 
Sirs: ; 
We heartily agree with the basic theory pre- bi 
sented in the article, and particularly with the , 
proposition that the more wasteful requirements ‘ 
imposed by building codes and union authorities 
should be revoked. We see no need, however, 4 
for limiting such revocation to a temporary ec re ‘gee ; ‘ao ; > . 
period. If progress in this direction is to be aes ae a oe ce ae ; ; 
made, every effort should be made to make it weg ; . i > 
permanent progress. Sk. Re : ; 
Standardization of building materials and sizes ae wee q 
is a desirable goal. We agree that standard size . 
building materials should be made more attrac- & We 
tive price-wise. : > 
F. M. FARWELL 

Executive Vice President ‘ 

S. C. Johnson & Son, Inc. 

Racine, Wis. is 

++ Structural glass brick 4 
Sirs: : 


Your discussion of the elimination of waste is 
most commendable and will be an outstanding 


turning point in the operations of the building 
industry, 


\->2 


* 


There are two points, however, I would like to 
suggest: 
1) The standard sizes of your interior doors be ; VLE, la 
increased 2” to be 2’ 2” and 2’ 8” wide. because 
those 2” often decide whether furniture will pass : 


or not. Sr; VCN“"DT 4 


é 
¥ 
* 
I 
« 
¢ 
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KNOWN FOR 


2) Tests on glass brick have shown them to 


(Continued on page 56) * | 4 
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ris 


. 


contain a higher compression factor than 


clay 
me that per. 
to use glass brick structurally would 
offer more flexibility and in 
construction, ... 


brick; therefore, it would seem to 
mission 


some cases better 


Gurvon H. Wartigs 
V attles Construction Co, 
Hemet, Calif. 


» » » new hope in Canada 
Sirs: 

. .. I have little contact with union rules and 
building codes, but, as a builder and one who 
studies most angles of building construction, | 
wish to put myself on record as greatly pleased 
with the cooperative efforts of the leaders of the 
building industry about which I have been read. 
ing in THe MAGAZINE OF BUILDING, 

I feel sure that, if anywhere near the greatest 
possibilities of this cooperative effort may mate. 
rialize, many would-be small homeowners who 
had about given up hope will again dare to 
think about becoming homeowners. 


FRANK McDevitt 
Hughenden 
Alberta, Canada 


». + and even in Guam 
Sirs: 

... The time is ripe for some very concerted 
action in this direction, and you have a real op. 
portunity to assert your leadership and help our 
industry get up enough momentum to actually do 
something to accomplish the savings of materials 
and labor outlined in the Feb. Round Table. 

Keep up the good work! Please keep plug. 


ging for action. > ia 
sii DANIEL K. Coie 


Guam, Marianas Is, 


. » » architect-engineer cooperation 
Sirs: 


Large buildings are of particular interest to 
me because I have spent so much time on the 
job and in the offices where they were designed. 
With two large architectural concerns having 
their own engineering departments I have not 
found the cooperation between the two depart 
ments that could be desired. Our problems of 
working out interference on the job are a large 
part of supervision. You cannot look through a 
continuous line of trusses and see a clear opel 
ing to run a large pipe or duct. Electrical and 
mechanical tracings could be superimposed t 
discover multiple use of the same space. 

Regarding small houses, the Round Table com 
mented on the economy in flat roofs but said 
nothing about the omission of ceilings, partice 
larly in the South where rafters are exposed with 


finished 2” plank covering. Sloping ceilings git 
more feeling of space and a better reflection of 
light. In northern climates where more insule- 
tion is required the planks could be replaced by 
plywood enclosed 2 x 4’s and wholly or partially 
exposed rafters. . . . 


H. Burt Foor 
Avon Lake, Ohio 
(Continued on page 60) 
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: ow You Can Build It ,..°%... For Less 
: BUILDING 
| SPACE 
0, 
) >, eee THE mE WS WAY 
nd 7 
. - oe’ Yes, for as much as ten per cent less! The 
ed Th — New Way saves space usually required for 
he drainage lines suspended from ceiling. The 
a New Way eliminates the necessity of suspended- 
a ceiling constructions to seal off drainage lines. 
te. The New Way reduces time required for com- 
tho pleting plumbing fixture installations. First 
" step is to specify wall type plumbing fixtures. 
a Second step is to specify their installation 
the Zurn Way—the simple, fast, safe way to 
install wall type closets, lavatories, sinks, and 
other. fixtures. The Zurn Way reduces use of 
building materials—saves time and labor— 
ted ‘ » protects rest rooms against premature obso- 
? | o/s wa? lescence. Write for booklet entitled “You 
our . . . . 
do < Up N ¢ <0 Can Build It (Cubic Foot of Building Space) 
als WAY RELIEVE For Less The New Way”. 
e. 
lug. 
YLE - 
s Is, | 
— WHAT IS SO WONDERFUL ABOUT A 
; F FIXTURE-BARE FLOOR? 
st to Mostly “the something wonderful” about a fixture-bare 
the floor is immaculate cleanliness, the incentive to cleanliness 
it and the ease with which it is kept clean. Cleanliness is no 
ens problem in rest rooms where plumbing fixtures are off the 
AVINg floor because there is nothing to interrupt the sweep of the 
> not Fs broom and the swish of the mop. Those who use such 
part- : toilet rooms are moved to respect cleanliness and to help 
ns of maintain it. Insist on wall type plumbing fixtures—they 
reduce the cost of rest room maintenance and protect 
m ae against premature obsolescence. 
igh a | aes 
open —+= jf —~————r --—! TT 
and — } ———y — } aa. h 
ed to te a Pe 
ti il ft + || ie 
com 1] | | U 
said aS ree eH € | Je | Write for this booklet. It tells 
rticu- ——— —— how “You Can Build It (Cubic 
att Foot of Building Space) For 
} with =< oe see SSS PAE a Tt Less The New Way”. 
s give a 8 oe wr La 
ion of 
nsula- 
oil J,A. ZURN MEG. CO. Rie, Pa. u.s.a. 
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e+» PLANTS 
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oo FOR ECONOMICAL HEAT 
Se IN PLANT EXPANSION, 
oa OR NEW BUILDINGS 
ea 

oom 

ee « + « BARRACKS 

By 


Capacities and 
Types for Every Job 





Blower Type 151 — Four 
sizes: 60,000 to 150,000 Btu 
input; all welded, horizontal 
design; AGA and UL ap- 
proved. Shipped assembled 
and pre-wired. 


Floor Type UH — nine sizes: 
from 180,000 to 540,000 
Btu input in 45,000 incre- 
ments; AGA approved. Easy 
to assemble and install, 


mies: Bat as at 4 


Mo eas ee aa 





Type 150 Suspended Unit 
Heater — propeller fan 
type; 60,000 to 150,000 
Btu capacities; shipped 
assembled and pre-wired. 
AGA and UL approved. 


y : Py yee rot 
‘ ris = ae? 


— save costs in many ways 


For an independent heat source when plant expansion 
exceeds steam capacity, or for a compact, efficient 
heating system in new construction where time ahd 
costs are vital factors — the Mueller Climatrol unit 
heater line supplies the perfect answer! 


Here are a few of the many savings they offer: 


¥ Installation Cost is Low — shipped pre-wired, completely 
assembled . . . just hang, connect to gas and power lines 
and vent, No special chimney needed. 


¥ Operating Cost is Low — efficient horizontal design assures 
maximum heat extraction, minimum fuel costs. 


¥ Maintenance is Easy — can be completely cleaned and 
serviced from below without lowering the unit. 


When you think of space-heating think of Mueller 
Climatrol. Capacities to fit any job you have. Write for 
complete information... L. J]. Mueller Furnace Co., 
2020G W. Oklahoma Avenue, Milwaukee 15, Wis. 










































































LETTERS —waste in Buitoing 
"| j 


. » » the building officials’ hurdie 


Sirs: 


... It will be necessary to sel] the idea first 4 
ays 2Oe St to 
the building inspectors of the thousands of 


: : Cities 
in the U. 


S. before any good can come of the 
program. 


A. OrMspy Donogy. Jr 
Berkeley, Calif. 


. » » the public and waste 


Sirs: 


. | am associated with a group of builders 
erecting 200 homes ranging in price from $27.59) 
to $45,000 in the Long Island area. My comments 
are based on my own experiences, , . . 

Electricity: We definitely favor the new Joy. 
voltage wiring system and about 25% of oy 
homes will be so equipped. However, our buyers 
have all purchased many additional wiring fea 
tures (100 amp service, central control switch. 
ing, 220 lines for dryers, ranges and equipment, 
automatic garage door openers, etc.). We coulj 
not sell these homes without many custom ele. 
tric features. 

Standardization: 90% of our customers have 
made many extensive additions and revisions tp 
the standard base house which we offer. About 
the only standard items in our homes are the sted 
casement windows and flush doors; dimensional 
standardization would not work in our situation, 


Plumbing: In our three bedroom, two bath 
room base house one bathroom is back-to-back 
against the kitchen plumbing, but buyers often 
want the fixtures moved to the opposite wall, stall 
showers in place of bathtubs, ete. 

Heating: Heat requirements are a very per 
sonal item and buyers want to be able to either 
roast themselves or freeze themselves as they wish 
wishes! Double glazing 
helps but have you tried to buy it in any quar 
tity ? 

Basements: Persistent salesmanship has mar 


not as the builder 


aged to convince 50% of our buyers that the slab 
is as good as a basement, but most are willing 
to pay as high as $5,000 additional for a full 
basement. 


Site planning: Our minimum base plot is 13; 
000 sq. ft. and the entire development has beet 
laid out in a series of both straight and curved 
streets, as best suits the hilly terrain. In cas 
where we have provided rolled gutters, buyers 
actually at their own expense had Belgium block 
gutters put in! Most customers want extensit 
flagstone walk work done, with the job laid i 
concrete, not sand. In this particular poe 
bracket, we have to give the buyer what he wa 
to buy, not what the builder feels he needs # 
should have. 

Design: We have an exceptionally cles 
straight-forward design, but hardly “modem # 
the full sense of the term. Our particular b 
of buyer is definitely middle aged, and gene™®™ 
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LETTERS—WASTE IN BUILDING 
oe enn te 
normally in the closed position! God forbid that 
ye should ever try and erect a house with the 
flat-type gutterless roof! Not in this area! 
w: I believe that your recommendations are basi- 
ties cally true and if adopted would represent a great 
th saving in the building industry ; however, in my 
own situation, I can only sum it up by repeating 
le we have to give the buyer what he wants to buy. 
Joseru W. Perry 
New York, N. Y. 
Sirs: 
I endorse the findings. . . . However, they com- pn pow Mr 
, pletely ignored the fact that Mr. and Mrs. Public be » S.awe 
er have been brought up to live beyond their means. a 
00) You may talk of code standardization, new and 
— simpler construction methods and ideas, site and 
community planning, wasteful labor practices, 
be etc. etc., but waste in domestic building can 
be only be eliminated by the re-education of the 
ryets buying public and those who cater to it. 
Construction waste will take care of itself if 
—- the economy and simplicity of living together 
ment, with political and community interest are taught 
a in our public schools. This will take time, but 
cle it can be accomplished! 
The U. S. cannot support the rest of the world 
have in luxury unless our own citizens are forced to 
ns to live in rather straightend circumstances, 
boa Wesster C. Mouton, Architect 
‘sted Syracuse, N. Y. 
sional 
= + @ Molotov veto 
bath. 
-back Sirs: 
often The lighting fixture industry received an un- 
, stall warranted slap in the face through the fact that | 
no home lightmg authority was included in the i | ¥ 
pet: roster of ... home building experts who recently : 8 s 
either met in Round Table discussion to exercise a = oS = 
y wish Molotov veto of center lighting outlets for the . 
lazing home. 
quan- It is our belief that the ideal job is achieved SECTIONAL, GAS-FIRED BOILERS 
by a balanced combination of portables plus per- Pe 
mal manent overhead lighting. Scientific research re- e a 
“= veals that two kinds of lighting are needed in any — lo bie cost in é very way 
villing room—specific light on the seeing task : zen- 
a full eral room sc hoegaelig + aa One oe No matter how you look at it, the Mueller Climatrol line a Fan ean God te 
Wittarp G. Sawyer, V. P. abies Dawes ib "Ot ape me: berg a — Type see: 
‘ pply jobs. Quality construction, compact 
is I3- John C. Virden Co. design, advanced engineering—all ’round boiler “know-how” 
a Cleveland. Ohio — make every Mueller job low-cost from first to last: 
sured f Scroccnieal insuiinglon tor ovotp tale iemane eee we eee 
cases +++ @ Bureau of Building Standards tests make it easy to deliver an efficient installation. oun heats 20 
buvers Sirs: gf Operating Costs are Low—meticulous engineering of every Deine wines et bae 
black ss a past plee Sepaeeiy seacunel and ars gears standards 000 te 378,000 
ensive Bureau of Standards mi : a sath a mad and lh come sialic cre fs: 
aid iB industry, hdres oe - Spe Seep the df Future Expansion Easy — sectional cast iron construction 
fe | denial construction, it could examine’ and te yalugae wuctaetean ee 
wan present materials and mode f actice | And th is j bri tenttae f : 
aa des of practice and re- nd that is just a brief outline of the many low-cost advan- 
port Gm the soundness of new devices, otc. Op > gs ee Climatrol boilers. Write for complete details Type 11 Gas Boiler 
Crating, even without much authority, such a dis- ‘Avenue " itonhee 13 Wiscona” ee a ne Ty aT: ‘th we 
cleat. interested body’s reports and o intone rould have i: cbove except for 
on” it legal force on reluctant local nis s “gine $ —" controls ere 
‘bra Keep up your good wry 4B e eae. 
ner Joun K. Exurertz le er { 
yindor Hollywood, Calif. 
drape (Continued on page 66) GA Po EER ek pt . ae 
Oa ar ise: 
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AIR CONDITIONING THE EXISTING BUILDING. 


This 13-story project proves it can be done quickly and economically 





with self-contained Frigidaire units 


LOCATION: Nashville, Tenn. 
GENERAL SHOE BUILDING CORP., Owner 


Here’s a problem that’s bound to arise more and more as older buildings 
begin to feel the competition of postwar, air conditioned structures. 


Simply stated, thé problem is this: (1) To air condition a multi-story 
building in which no previous provision for air conditioning has been 
made. (2) To do it while business goes on as usual in the building. (3) To 
do it at a cost that’s in line with reasonable rental charges. 


An ideal solution suggested by Frigidaire for this 13-story Nashville 
office building is a multi-unit system — using several self-contained Frigid- 
aire air conditioners on each floor. 


Besides providing a fast and economical answer, this Frigidaire plan 
has many other advantages. Since the Frigidaire units are individually 
installed and need little duct work, there is no costly interruption of 
business during installation. For the same reasons—if necessary —in- 
stallation can easily be put on a floor-by-floor, “pay-as-you-go”’ basis. 


But even more important than the installing is the end result—a system 
where the danger of total or even serious breakdown is held to an absolute 
minimum; a system that’s ‘“‘zoned” by the individual controls on each 
unit; a system that can quickly be modified to meet changing conditions. 








For expert help with such a system—or with any air conditioning or 
refrigeration problem—call the Frigidaire Dealer, Distributor or Factory 
Branch that serves your area. Look for the name in the Yellow Pages of 
your phone book. See Frigidaire catalogs in Sweets Files, or write Frigid- 
aire Divisionef General, Moters, Dayton 1, Ohio. In Canada, Leaside 
(Toronto 17), Ontario. 


A total of 39 self-contained Frigidaire units air con- 
dition this 13-story office building fgom top to bottom. 
Water for the units is circulated through two cooling 
towers on the 12th story roof. Central “on-off” 
controls are located in the basement. 













Three 5-ton units like the one in 
this anteroom are used to condi- 
tion the 12th floor. Cooled air 
from the units is distributed to in- 
dividual executive offices through 
insulated ducts placed in an attic 
space directly above the ceiling. 


Available in both 3- and 5-ton 
sizes, these Frigidaire self-con- 
tained air conditioners can ac- 
tually be employed to handle 
almost any air conditioning need. 
With the addition of optional 
heating coils, they provide year 
*round service. 
















FRIGIDAIRE Air Conditioning 


Refrigerators «+ 








Electric Ranges 
Electric Water Heaters 


Food Freezers * Water Coolers « 
Home Laundry Equipment «+ 


Electric Dehumidifier ° 


Frigidaire reserves the right to change specifications, 


or discontinue models, without notice. Commercial Refrigeration 
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for free literature on Hotpoint 

Home Appliances... Hotpoint 

will gladly give you helpful counsel 

in kitchen and home laundry planning 
for your particular project. 


a 








CLOTHES DRYERS © ROTARY IRONERS © FOOD FREEZERS © CABINETS (A General Electric Affiliate) 


5600 WEST TAYLOR STREET, CHICAGO 44, ILLINOIS 
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SIDE WARM Aig une, 


COOL AIR INLET 


HEATFORM Model “A"’ 
Eight stock sizes 24” to 72” 


WARM AIR 
,,/ OUTLET 


IwLET 


00 AIR 


HEATFORM Model *'S" 
View of Fire from Front & Side 


ROCKWOOL 





| PREVENTS 
SMOKY 
| FIREPLACES OF THROAT 


SUPERIOR FORM DAMPER 
the Architects’ Friend 


SUPERIOR FIREPLACE CO. 


Dept. AF 5I1 
1708 East 15th St. 
Los Angeles 21, Calif. 


e draftsmen 


‘aoe wane Ae we 
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COOL AIR LET 


WARM AIR OUTLET 


ASSURES to" 
PROPER CONSTRUCTION [*?” 


identifying your trade 


for 
Complimentary 


HEATFORM* 
FIREPLACE 


BOOK 


This 36-page book contains 50 beau- 
tiful interiors and fireplace designs. 


These photographs were selected 
from our National Photo Prize Con- 
test. The book contains elevations, 
sections and plans for installation of 
two HEATFORM Models: ‘‘A’’ and 
**S."’ It also shows proper location of 
fireplace for best heating results; how 
to heat adjacent rooms on first and 
second floor, and other valuable fire- 
place information you will want. 


Bwarowe 


® Model “A” is the standard 
HEATFORM used in homes through- 
out America for the past 30 years. 
Complete information on Model 
“A” and Superior Form Dampers 
is contained in: 


1951—Sweet’s Architectural File, Section 
29k/Su 


1951—Sweet’s Builder's File, Section 4-d/Su 
1950-51—Western States A-E-C Catalog File 











Model ‘'S"’ completely described in 
HEATFORM Fireplace Book. 


SUPERIOR FORM DAMPER 


— the Architects’ Friend — always building 
good fireplaces without your personal su- 
2 pervision. It saves in labor time — no forms 
to build, no bricks to cut, no throat to plas- 






ter. Cracking of masonry is eliminated by 
use of rock wool and detached lintel bar. 
It is constructed of heavy steel for lifetime 


service. *T. M. Reg. 


Dept. AF 511 
a 601 North Point Rd. 
Baltimore 6, Maryland 





Pioneer manufacturers of heat circulating fireplaces and Form Dampers. Nationally adver- 
tised to millions of potential users. Sold through leading building supply dealers everywhere. 


AEATFORM 


The e e 
SUPERIOR 
heat circulating 





most efficient and durable of all 
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TO MAKE BUILDERS WANT ARCHITECTS 
Sirs: 


In view of the restrictions on commercial] build. 
ing this would seem an ideal time for many offices 
to develop new clients in other fields. There js 
one large area that is largely untouched by the 
architectural hand—operative home building, 

There is no field of practice that could affect 
more people, that could be of more service tp 
our fellow citizens. The dollar volume of devel, 
opment housing is larger than in any other 
building category. The architect is needed yet 
he has let it alone. 

True, the usual method of architectural prae- 
tice, of architect-client relations and fee sched. 
ules, must be discarded upon entering this field 
for this is the practice of product design. Archi. 
tecturally trained men have done well in prod. 
uct design. They can do well in the operatiye 
house business. 

Here mere plans are a dime a dozen, The 
builder needs and would appreciate help in cost 
control; specifying and buying materials and 
equipment; giving cost advantage by specifying 
for the volume of several builders; improving 
the design of component parts by the pressure of 
mass buying; supervising construction and sched. 
uling operations and materials; observing con- 
struction for improvement of methods and cost 
reduction during the operations. 

In the more obvious factors of site planning 
and design the builder needs the architect. But 
if the architect can give the advantages of cost 
reduction and sales appeal the builder will want 
the architect. 

And this requifes new techniques. 

L. MorcGan Yost, President 
Chicago Chapter AIA 
Chicago, Ill. 


NATIONAL S&L LEAGUE SPEAKS UP 
SIRS: 

UNITED STATES SAVINGS & LOAN 
LEAGUE NEVER APPEARED AT TAX HEAR 
INGS AND ISSUED NO STATEMENT TO 
CONGRESS, FIGURES YOU QUOTED (Apr. 
51, p. 25) WERE FROM MY OWN STATE 
MENT TO HOUSE WAYS AND MEANS 
COMMITTEE. 

OSCAR R. KREUTZ 

EXECUTIVE MANAGER 

NATIONAL SAVINGS & LOAN LEAGUE 
WASHINGTON, D. C. 


@ We regret having confused the mum U. S. Savings 


& Loan League with the outspoken National Savings 
& Loan League.—Eb. 


LEVITTS’ LANDIA 
Sirs: 

_.. The information contained in the article om 
Levitts’ Landia (Feb. ’51, p. 140) is most timely 
and is indicative of what can be done even under 


present-day high costs to provide good housimg | 


and good community facilities, 
(Continued on page 72) 
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Smart modern appearance... 
easy, economical to construct 


uild. 44 ? , 
APAC! 
fe 


ces . 

vi with 

the 

to HE answer to “what to use” for nearly every type of construction APAC for APPEARANCE! For exterior 
vel. problem! “‘Century” APAC—Keasbey & Mattison’s versatile use, APAC can be finished to give 
ther asbestos-cement structural board—lends itself equally well to both ‘an attractive, stone-block effect. For 
V ° ° 4. . . ° ° ° ° . 

7 interior and exterior siding applications . . . to new structures, repairs, interiors, it can be decoratively 
rac. additions, modernizations. And it helps you build better at less cost! painted, or left natural to take 


- advantage of its pleasing neutral 
held 
chi RE 
rod. e 


tive 








gray color. 





APAC for ECONOMICAL APPLICATION! 
Sturdy sheets are large size (stand- 
ard, 4’ x 8’); are easy to cut and fit 
on the job; can be readily fastened 
with ring fettered nails or screws. 
With APAC, large surface areas can 
be covered quickly, easily, with 


The 
Cost 
and 
ying 
ving 
e of 
minimum labor cost! 
COn- 


Cost 


APAC for CONTINUED ECONOMIES! The 
original low cost of APAC only be- 


Ling 
But 
cost 
ant 


gins the cost savings! The all-mineral 
asbestos and cement composition 
resists weather and moisture—can’t 
burn—will not rust or rot, can’t be 
hurt by rodents or termites. It 
doesn’t even need protective paint- 
ing to hold its durable finish. Main- 
C AF £ * ER tA tenance costs are really minimized 


mm . tebioe 
with APAC! 


Consider Century” APAC for any 
AR. problem calling for progressive 
design and construction — for 
"5 theaters, stores, residences, 
multi-family dwellings, and in- 
dustrial structures of all types. 


We'll gladly send complete in- 





UE Dunton's Cafeteria, Dallas, Texas. Attractive front is “Century” APAC, 34” thickness. formation upon request. 
y | 
Architect: Ralph Pease, Jr., Dallas; Contractor, Jansen Construction Company, Dallas. 
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KEASBEY & MATTISON 


COMPANY - AMBLER - PENNSYLVANIA 
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ORIGINAL MANUFACTURERS OF ASBESTOS-CEMENT 





SHINGLES IN THIS COUNTRY 



















THE MAGAZINE oF BUILDING + JUNE 1951 











— 








See ae 


< 





ci ITER tae tt nn nes 
: oot ~ 


a Tae 





TS 





New Incinerator Plant Selects 
Corrosion-Proof Screen Cloth! 








Offices on lower level of this new incinerator plant at Ridgewood, N. Y. are 
screened with Lumite Screen Cloth, chosen for its exceptional durability 
and resistance to smoke, fumes, and salt air. Flat-application type integral 
flange screens made by Watson Mfg. Co., Jamestown, N. Y. and installed 
by Ney-Land, Inc., N. Y. C. 


IT’S LUMITE SARAN SCREEN CLOTH 


ideal for every exterior use! 


s@| -@f 


LONG-LASTING! An indepen- STAINPROOF! Lumite NEVER NEEDS PROTECTIVE 
dently conducted accelerated Screening can’t cause PAINTING! Lumite Screen- 
weathering test proves Lumite unsightly, costly ing can’t rust, rot or mildew. 
Screening superior to all other stains on the screen And—it’s non-inflammable 
types of screening. Replace- frame, sill or side of ... easy to handle. . . low 
ment and maintenance are a building. in cost. 

held to a minimum with corro- 
sion-proof Lumite Screening. 







































































Sold through hardware, lumber, 
building supply dealers and 
screen manufacturers. 





semestiet yyy SHE CT 






LUMITE DIVISION, Chicopee Mfg. Corp. of Ga. MB-4 
40 Worth Street, New York 13, New York 


in 
i ualities of LUMITE Saran Screen Cl 
me E sample and further information. 


{ 
| 
GENTLEMEN: I am interested i the restproct, stainproof, long: 7 
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The article will receive careful consi 
in our Engineering Division, 
Rosert E, Cron, Jr. 
Col., Corps of Engineers 


Executive, Military Construction 
Washington, D. C. 


deration 


Sirs: 
. @ great improvement over most of the 


houses built during and after the Second World 
War. 


Your magazine is performing a real service in 
publicizing this type of building. 
Harry A. Buuus 


Chairman of the Board 
General Mills, Inc, — 
Minneapolis, Minn, 


Sirs: 
I found the article most interesting... 
RicHarp Nixox — 


U.S, Senate 
Washington, D.C. 


SLUM SURGERY IN ST. LOUIS 


Sirs: 
Your article in the April issue on the work we © 


are doing is St. Louis on housing is sincerely | 
appreciated, ‘7 






There have been many fine comments on the 
story in St. Louis and I was especially pleased 
with the accurate and well-written presentation 
of our attack on slum conditions, 

Articles such as the one you prepared are not 
only important to St. Louis but to the nation asa 
whole. I firmly believe that when the general 
public and our builders and architects are ade- 
quately informed of the problem, they will be 
better prepared to erect the answer. ... 

Josepx M. Darst, Mayor 
St. Louis, Mo. 


Sirs: 

I was vitally interested in the April article 
about St. Louis slum clearance. . . . 

The wonderful magazine which your organiz- 
tion publishes has been of considerable help to 
me in my capacity of supervising the very large 
building program which the Catholic Church is 
sponsoring in the city and county of St. Louis. 

Most Rev. Joun P, Copy 
Auxiliary Bishop of St. Louis 
St. Louis, Mo. 


WICHITA’S DEFENSE HOUSING 


Sirs: 

The article “Defense Housing” (Apr. ‘51, P 
122) made an excellent analysis of the situation _ 
affecting the nation. To show you how rapidly | 
private initiative can adjust to a situation 
Wichita builders now are planning the construe 
tion of 7,491 housing units in the next 12 months. - 
This will include over 1,500 rentals. These fig ' 
ures are in sharp contrast with the 3,500 units H 
planned when your reporter visited Wichita s* 
eral weeks ago. 

(Continued on page 78) 
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ba THIS NEW air-conditioned building of the Valley ee cree nN 
National Bank, Winslow, Arizona, was planned to 
include PC Soft-Lite* Prism Glass Blocks. These glass 
at blocks “make the most of daylight.” That means 
$8 the admittance of floods of natural daylight, softly 
ral diffused for employee eye-comfort. The exterior 
de- view shows to what extent panels of PC Glass 
be Blocks can complement the architectural plan. And 
this is true, regardless of the architectural style. 
yor Architect: Edword L. Varney, Phoenix, Arizona. 
PC Glass Blocks are immediately 
cle . P 
available...no construction delays 
za- And this includes PC Functional Glass Blocks, 
to especially designed for precision work. These glass 
“a blocks contain such features as light-directing 
B prisms on the interior faces of certain patterns, 
1 18 light-spreading corrugations on outside faces, a 
ais fibrous glass insert to diffuse still further the light 
transmitted by the block itself, and the PC Soft- 
y Lite* Edge Treatment, which creates a better, 
wuis more comfortable “‘eye-ease’’ panel appearance. 
And the new “‘Clean-Easy Face Finish” provides 
an important short-cut for cleaning up the excess 
mortar on the panels after installation. 
*T.M. Reg. Applied For 
ye te ie ee ae — 
Pittsburgh Corning Corporation | 
PITTSBURGH CORNING CORPORATION . ae ee 
“ P PITTSBURGH 22, PA. l Without obligation, please send me your | 
jon | FREE booklet on the use of PC Glass Blocksin | 
dy | industrial, commercial and public structures. | 
| | Name ! 
00, e 6 p | 1 
7 mark a modem _— 
ths. l- City State ! 
fig: a cs ce we a ee mm 
nits HOBBS GLASS LTD. IN CANADA; AND BY LEADING DISTRIBUTORS OF BUILDING MATERIALS EVERYWHERE, 
sev 
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eee THE 
SHOWER CABINET WITH A 
VITREOUS PORCELAIN ENAMEL INTERIOR 


The smooth, glass hard, vitreous porcelain interior 
surfaces of the Admiral Shower provide the ultimate in cleanliness and 
sanitation, they remain white and impervious to wear for a lifetime. 
Exterior of side and back panels are regularly finished with vitreous porcelain 
enamel ground coat, but can be furnished to match interior at small 
extra cost. Front stiles and head rail, bonderized, galvanized steel finished 
in white synthetic baked-on enamel. Receptor, deep type terrazzo 
made of black and white marble chips and white cement. Sizes 
36” x 36” x 80” and 40” x 40” x 80”. Illustration shows this shower 
equipped with a Fiat Dolphin heavily chromium plated glass door. 
The Admiral shower is suitable for high grade residential and 
institution installations. 


Complete specifications in Sweets’ Architectural Catalog 
File, or write any of the three Fiat plants for catalog. 


FIAT METAL MANUFACTURING CO. 


Three complete plants 
9301 Belmont Ave., Franklin Park, ill. 
Los Angeles 33, Calif. Long Island City 1, N. Y. 
In Canado—Fiat showers are made by Porcelain and Metal Products, Lid., Orillia, Ontario 


































































LETTERS — 


a 


We must not have made clear the situation - 
garding past house building activities in Wichita, 
Your story mentions “5,000 houses Erected singe 
1940.” Actually, 5,400 housing units were built 
in Wichita in 1950; an average of 3,000 Units g 
year in 1947, 1948, 1949, 

Wichita is now completing approximately 609 
units a month and the builders’ forecast, may Me 
well be conservative if the mortgage market will 
absorb the investments involved. While we still 
hear rumors of additional public housing Units, 
our builders remain convinced that private enter. 
prise will do the job. 


ALDEN TROVILLO 


Wichita Chamber of Commerce WwW 
Wichita, Kan. 


THE TEMPERATE HOUSE 
Sirs: The 


. . . Regarding the Temperate House analysis 
in the March issue, the meaning of a 20% over. has 
hang as a measurement of length should be ex. 
plained—also the meaning of 50% shading, 

Dave P. Crark, Architect = 
Columbia, Mo. 


10 
@ The overhang designation is the length of projer 
tion out from the shaded wall, as compared with the 
vertical measurement of the wall. An overhang pr pla 


jecting 2 ft. out from a 10-ft.-high wall would bea 
20% overhang. The term 50% shading means that me 
50% of the wall’s surface is in shade at the time 
indicated on the charts. The entire wall is consid- 


as 
ered because the entire wall is a heat absorber, win- 
dowed or not.—Eb. 

Sar 
PANEL COOLING 

ne 
Sirs: 

I have read with interest the write-up in the io 


April issue on panel cooling. It is a good 
planation of the fundamentals of this system.... 

We have been responsible for the designs of co 
four large installations using extruded aluminum 


heating and cooling panels, of which the Do fa 
minion Textile Building was the first, the Manu 
facturers Life Building the second, the Toronto B 


Western Hospital the third and the St. Cathe 
rine’s General Hospital the fourth. Mr. Charles 
Leopold was associated with us on the Mant 
facturers Life Building. .. . 

When we started on the radiant heating and ¢ 
cooling of the Dominion Textile Building som 
years ago we obtained from the Richard Crittall 
Company Limited of England their data on radi- 
ant heating and cooling and our first desigts 
were based on this data and on the use of pipe 
coils embedded in the plaster ceilings. Later ¥ 
decided to adopt aluminum ceilings, as 
oped by Gunnar Frenger of Oslo, Norway, but 
when we learned of the panels developed 
Charlie Leopold, we adopted his system for ® 
Manufacturers Life Building. . . . 

G. Lorne Wices 

Wiggs, Walford, Frost & 

Montreul, Canada 
(Continued on page 82) 
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. | with Open-Web Steel Joist Construction 


There’s need for speed in building today—an urgency that 





Ysis 
ver: has to be met. For the nation’s industrial plants must ex- 
ex. 
pand so enough of the things vital to defense can be made 
tect 
in quantity—quickly. And to help you complete more 
jee: 
the ai ° ” bd bd . 
= plants “on time”, open-web steel joist construction truly 
be 8 
that meets the need. Here is the fastest way ever to build, with 
time 
at a saving in labor, too. No temporary framework is neces- 
Win 
‘ . . q Ceco open-web steel joists are especially suit- 
sary—there’s nothing to take down. So since speed is the able for defense plants. Their light weight 
permits speedy installation without special 
a 2 : equipment or falsework —also reduces the size 
need on “rush order” plants, specify Ceco open-web steel of supporting beams, columns and footings. 
the - : , : 
a joists. They are fabricated to exact sizes in the factory, 
: of come to the job tagged, ready to install. Ceco assures you 
um 
Do fast service from five strategically located plants: 
nu: | 
nto Fag ; } . 
he Birmingham, Chicago, Houston, and the New York and i it — i 
' . yee pias ip - 
rles : a et | wr 
nu: Pittsburgh areas. When speed’s your need—call Ceco. ? 





Standard joists span up to 32 feet and Long- 


CECO STEEL PRODUCTS CORPORATION span joists up to 64 feet. By using these maxi- 
‘ mum spans, the number of columns are reduced 
General Offices: 5601 West 26th Street, Chicago 50, Illinois and more manufacturing area is made available. 


Offices, warehouses and fabricating plants in principal cities 





makes the big difference 
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Why do 
more and more 
architects say 


“WRIGHT 
RUBBER TILE” 


instead of 
“rubber tile” 


when they write specifications? 














. . . Why, because it is the only way to be sure of getting 
top quality material for all important floors. 

There is no other way to be sure of getting the high 
modulus and high density that make Wright Rubber Tile 
last so long. 

There is no other way to be sure of getting a naturally 
glossy, non-porous rubber tile that means easy cleaning and 
permanent new appearance. 

There is no other way to be sure of getting the uniform 
coler and marbleization that means a truly beautiful in- 
stallation. 

To be sure of getting the best installation, as well as 
the finest rubber tile, more and more architects are using 
the suggested installation specifications found in the Wright 
Section of Sweet’s Architectural File. They are the result 
of thirty years’ experience. 


WRIGHT MANUFACTURING CO. 
5204 Post Oak Road e Houston, Texas 





















RIGHT RUBBER TILE 


2834 


@ WRIGHTEX — Soft Rubber Tile 
FLOORS OF DISTINCTION @ WRIGHTFLOR — Hard Surface Rubber Tile 
@ WRIGHT-ON-TOP Compression Cove Base 
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MARCH CAME AND WENT 
Sirs: 


I awaited your March issue with the proper 
enthusiasm induced by . . . my interest in modern 
low-cost homes. March came and went, but | felt 
that perhaps such an outstanding issue required 
more time. ... 

At last the April issue arrived and I immedi- 
ately knew that my subscription had not run out. 
. . . | know now that it is too late to receive m 
long-awaited copy, but I would like to know 
what other copies can I not expect to get. Yes, 
it is possible that the mail carrier suddenly de. 
veloped an interest in good small homes, But | 
hesitate to accuse him since he is much larger 
than I, and he has not failed before. . . 

Please let me at least take a look at the 
March issue, I will even agree to return it after 
a few weeks if necessary, or pick it up if there 
is a question of stamps. 

Marcus H, Cates 
New York, N. Y. 


@ Unless his mail carrier has a friend also interested 
in good small homes, Reader Caines should have re. 
ceived his duplicate copy of the March issue—Ep, 


KUDOS 
Sirs: 


Your April story on the Upjohn Co, is cer. 
tainly outstanding, and I congratulate you and 
your associates on the fine way in which this ar. 
ticle was prepared. 

To me it is indicative of the great progress 
which you have made in the past year, and | 
think if your readers would take the time to com- 
pare the magazine with the one which you pub 
lished a year ago, they would all hasten to con- 


gratulate you. 2 
2 J. K. Gannett 


The Austin Co. 
Cleveland, - 0. 
Sirs: 
... The job THe Macazine oF BUuILpIne is 
doing at present is exceptionally good. 
Ratpu WALKER, President AlA 
New York, N. Y. 


CULLETS VS. CRULLETS 
Sirs: 

In your April article on Bruce Goff’s “um 
brella house” you used the word “crullets” refer 
ring to chunks of waste glass. I am curious as t 
the derivation of this word. In the glass it 
dustry we refer to excess glass from a manufac 
turing process as cullet and never use it in the 
plural. Is crullets derived from this or was it 
typographical error? 

Incidentally, cullet is not usually waste glass 
but is generally necessary in batch for glass 


mehting. P. M. REYNOLDS 


Corning Glass Works 
Corning, N. Y. 


© Crullets was derived from cullet by a careles 
writer who had misplaced his dictionary. —Eb. 
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Contractors Report Time and Labor 


Savings With Plywood Form Panels For Smooth, Fin-Free 
iG. Concrete Surfaces... 
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Construction view shows forms in place on smaller building as 
larger structure is painted. Smooth, plywood-formed walls res 
quired a minimum of finishing before being given two coats of 
oil paint. “Use of plywood forms provided many savings in 
ted application time and construction costs,” report the contractors, 
William Simpson Construction Co. “On the job, plywood’s 
performance was entirely satisfactory in every way. We have 
Eo, used the material for many years and, in our opinion, nothing 
else equals plywood for concrete form work.” 
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Forms were built by placing %"-thick PlyForm panels across 
AIA 2"x4” studding, backed by double 2’x4” wales. Forms were 
built-up in 16-foot long sections which were stripped and re- 
erected as pouring progressed. The plywood forms were re-used 
to job completion with an average of from 6 to 8 re-uses obtained 
from each of the panels. 




















um- “4 
re DOUGLAS FR PLYWOOD seems ; “ae | 
. e : ACOMA 2, ASHINGTON Good in USA only 
as to La rge, Light, Strong j Please send me .......- Keely Calculators. | enclose $1.00 Al 
; ne : each to cover costs. 4 
pe Real Wood Panels a. | 
' eee eee eee eee ee ee eee eee ee Peer 4 
the For additional data on Douglas fir plywood 4 
ita for concrete form work, write (USA only): intitle iin sasinos> saeahenh= aiid aaa a 
Douglas Fir Plywood Association, Tacoma 2, e: 
| Washington. Of particular interest are two = : sa 
glass . booklets: “Concrete Forms of Douglas Fir Wc cccccccctcccccccesese one. State... .ssseees | . 
glass Plywood” and “Handling PlyForm”. } aiaaiiie f 
Tay 
»S ® PlyForm and EXT-DFPA are ia 
T orks marks of the Doug!cs Fir Plywood * ge 
BUSIEST BUILDING MATERIAL 
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THE MYSTERIES & REALITIES OF THE SITE. 
By Richard Neutra. 64 pp. 


8 x 101%”. $3.75. 


Morgan & Morgan. 
illus. 


This beautiful little book is just in time for the 
season when we renew our awareness of sun, 
wind, water and land. The northerner is begin- 
ning his summertime explosion from city 
cubicles; the southerner, his annual retreat from 
the violence of the sun. In either condition, the 


reader is likely to be receptive to this great archi- 
tect’s feeling for the relation of indoors to out, 
and, perhaps, especially so if confined in the 
90% of modern buildings which ignore this rela- 
tionship. 


Bullies of the landscape 

Primitive man, who appeased the ‘spirits of the 
place’ before he started to build, was no fool, 
Neutra says. His worship of natural fact and 
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Give Them HEAT in a HURRY! 


. 65,000 
110) 1 4089) ae) ae ’ 200,000 
BLOWER TYPES : INPU 
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APPROVED 
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that eliminates all tubes — never needs cleaning. 
Only Humphrey has the Super-Combustion Burner 


Kalamazoo, Michigan 


@ VALUABLE vay 
ENGINEERING BULLETIN 


. 

° 

3 General Gas Light Co. 
bd - Kalamazoo, Michigan 
e 

° 


+» Send me your free bulletin, ‘Installation and Operation of 
Humphrey Gas Unit Heaters.”’ 


Company 


WiTH 


GAS UNIT 
g HEATERS 


BTU 
T 














You can install Humphrey Gas Unit 
Heaters fast, using a minimum of critical, 
hard-to-get materials. Humphrey Unit Heaters 
cut maintenance and fuel costs, too. 


Humphrey has the Free Flow Heat Exchanger 


with stainless steel, dual flame burner tips. 


And only Humphrey has the tilting louver assembly 
that directs heat flow exactly where you want it. 


Positive safety controls, including 
limit control against overheating. 


GAS LIGHT COMPANY 
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geography seems downright astute compared | 
“our land developers and subdividers in bent 
hats who, followed by surveying Parties with 
transits and measuring tape, wade through the 
brush and over the hills, cut the trees, excavate 
the good earth, bulldoze and bully the landsca 
victimize it to the rectangularity of a oie 
while generally blowing up the natural bahinn 
of bird and beast to get so many 50/ lots on the 
market. 

“Little money is budgeted for planning and 
design and a mere minimum for the cheapest, 
straightest line of engineering. Bulldozings and 
pavings and painfully silhouetted powerlines, 
with rugged poles topped by sheet metal trans. 
former cans, soon eat into the dream of a site, 

“It is a dream finally ravished by a shrill q 
clock that signals the dawn of the day of open 
—the opening of the subdivision. When the 
ing starts, the nymphs and spirits have long sings 
fled — vanished like shadows before the steam 
rollers of glaring monotony. Insult is heaped gg 
injury when such man-made monotony is 1 






























‘relieved’ by man-made horrors of variety and th 
speculative builder camouflages his twenty 
dollars worth of floor-plan with a diversity 
three or four FHA insured fronts, or synthe 
variations of asphalt shingle colors.” 

Even the animals, Neutra says, adjust the . 
selves to their natural environment. Only ma 
seems to have a “tendency to explode it; to¢ 
taminate it with everything from foul fumes 
industrially polluted offal to gamma rays.” 


Like ships at sea 


Neutra eloquently conveys his own highly de 
veloped feeling for the natural circumstances) 
which must always surround man’s building) 
and the fine phtographs of his houses by Julius) 
Shulman should help any architect to renew his 
sensitivity to these timeless matters. Neutra also 
reminds us that the designer’s imagination must 
be stirred not merely by the big, dramatic chal 
lenges, but also by the tedious limitations of 4 
50’-wide city lot. Not all of us can build a house 
riding on the desert “like a ship at sea.” But we 
can all profit by the suggestion, for example, that 


| 


“even if there is not one shred of view, a silky 
translucid glass pane with a judiciously planted 
vine outside, silhouetted against it, may yield 
pleasure in daytime and at night, when endowed 
with a glow of faint illumination. A street lamp 
with its ugly glare may be turned into a subtle 
site asset when its light is filtered through that 


sort of window glass.’ 


The reward of this care is not “view” « 
“breeze” or “solar heat” or “privacy.” It is 
human happiness. “The most profound expert 
ences of happiness and love are sparked itt brief 
fractions of time. The brief second when we 
open a door into the scented air of early spring, 
or look out of our window into early morning, 
may count in a deep sense for our lasting & 


hilaration.”—L.C, 





(Continued on page 96) 
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Office of the Bell Savings & Loan Association in Chicago has a Day- 


met light Wall of Thermopane. Besides providing thermal insulation, it 


chal. 
of a 
ouse 
it we 
that 
silky 


anted FOR WINDOW INSULATION 


yiel THERMOPANE® insulating glass is widely 
owed ond successfully used. THERMOPANE with 
6” of dry air hermetically sealed between 


muffles traffic din. Designed by Johnson & Johnson Engineers. 





lamp two pones has twice the insulating valve 
ubtle of single glass. This minimizes chilliness, 

drafts and heat loss at windows. THERMO- 
. that PANE cuts air conditioning costs by reduc- 


ing the amount of heat entering during 
summer. Write for THERMOPANE literature 
” or Libbey-Owens-Ford Glass Co., 4361 Nicho- 
las Bidg., Toledo 3, O. 















It is 

cperi- 

brief Two Panes of Glass 

a he, Blanket of dry oir 
pring insulates window 4 
ning, 


Bondermetic (metal- 
ig ex: to-glass) Seal* keeps 
gir dry and clean 
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An office, a restaurant in a factory, the salon of a perfume manu- 
facturer, a high school classroom—they all have this in common: 
they enclose people. 

But people don’t like to feel enclosed. They like the freedom of 
wide-open space. So in each building shown here, the architects 
have created a sense of spaciousness by using Daylight Walls, clear 
flat glass from wall to wall and all the way to the ceiling. Clear glass 
does not obscure vision, and the plane of the ceiling is not broken 
by any optical barrier, as it would be by a nontransparent header 
between the glass and the ceiling. Daylight Walls make rooms seem 
larger because the distant view becomes a continuation of the room, 

You should also take into account the value of maximum natural 
daylight and the fact that Daylight Walls can save floor space. If 
they are built of Thermopane* insulating glass, eliminating chilliness 
and downdrafts near the glass, you may seat people more comfort- 
ably near the windows. Where floor space is costly, you effect 
important savings by greater use of the space adjacent.to windows. 

Aside from the psychological advantages of Daylight Walls, 
there are structural economies. Glass requires no interior finishing. 
Comparatively, it is lightweight and quickly installed. Just on a cash 
basis, compare a wall of clear, flat glass with a wall of any other 
material and you will see that today’s economics are in its favor. 
Then add the pleasures of view, sunshine and plenty of light and 
you'll see why Daylight Walls are so much in people’s favor! 

Libbey-Owens’Ford Glass Company, 4361 Nicholas Building, 
Toledo 3, Ohio. 








THAT DON'T OBSCURE VISION 
RMOPANE* PLATE GLASS* WINDOW GLASS 
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INTERRACIAL HOUSING. 
and Mary Evans Collins. 
Press, Minneapolis, Minn. 


By Morton Deutsch 
University of Minnesota 


173 pp. 6 x 9%. $3. 


On the theory that “research can do much to 
outmode prejudice,” Marshall Field has subsi- 
dized this provocative study of racial segregation 
in housing. Comparing two New York City low- 
rent public housing projects where Negroes and 
Whites are next door neighbors with two similar 
ones in Newark in which they are assigned to 


separate buildings or areas, Authors Deutsch 
and Collins, of New York University’s Research 
Center for Human Relations, find marked differ- 
ences in racial attitudes. After 600 interviews 
with housewives in all four developments, they 
conclude that New York’s integrated project 
has: 

1. Many more instances of friendly, neigh- 
borly contacts between races; 

2. A social atmosphere more favorable to 
friendly interracial associations; 












KNOLL INTERNATIONAL GROUP OF FURNITURE AND TEXTILES * OFFICE AND INDUSTRIAL PLANNING 
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KNOLL ASSOCIATES, INC., 575 MADISON AVENUE, NEW YORK + BOSTON CHICAGO DALLAS ATLANTA 











































3. A more closely knit project community jp 
general; 

4. Far more favorable attitudes toward the 
Negro people, both in and out of the project, 

The inference is clear, though beclouded be 
professional jargon and hedged by the usual 
reservations resulting from social research jp 
real life settings: the policy of complete nop. 
segregation went much further in reducing pre}. 
udice and creating harmonious intergroup rela. 
tions than Newark’s half-way, partial measures 
Obviously, the writers concede, in areas of great 
hostility to interracial communities, North ang 
South, these findings could not be duplicated, 
But in many other places, they fully expect they 
could. So convinced was Newark by the ey: 
dence of this survey that in November, 1950, 
it reversed itself, decided to allocate apartments 
in its public projects according to need, regard. 
less of race or color—RKB 


SCHOOL PLANNING. 


of a Decade. 


The Architectural Record 
Compiled by Kenneth Reid, AiA, 
Published by F. W. Dodge Corp., New York; 48% 
pp.; 82” x 11/2” ; illus.; Price $8. 


Ten years’ tear sheets of the Architectural Rec. 
ord, including some interesting material but 
mainly proving that a magazine doesn’t become 
a book through ten years’ storage. The offset 
reproduction was made directly from the maga. 
zine pages. 


LANDSCAPE ARCHITECTURE. By the Depart. 
ment of Landscape Architecture, Graduate School 
of Design, Harvard University, Cambridge, Mass. 
Edited by Lester Collins and Thomas Gillespie. 74 
pp. 82” x 11”. Illus. $2. 


Designs and photographs of contemporary work 
by Harvard students, graduates and instructors 
plus some interesting essays on the subject. 


CIVIL DEFENSE MANUAL. By Commerce and 
Industry Assn. of New York City, 233 Broadway. 
Three pamphlets, each approx. 28 pp., 6” x 9. 


cents. 


Outlines of procedure for establishing control or- 
ganizations in apartment, office and industrial ot 
loft buildings, respectively, prepared by the Ae 
sociation’s Property Owners Committee (com 
prised of New York City’s top realty management 
executives) in accordance with the instructions 
and planning of New York City’s Office of Civil 


Defense. 


ELEMENTS OF INTERIOR DESIGN AND DECO- 
RATION. By Sherrill Whiton. J. B. Lippincott 
Co., 521 Fifth Ave., New York City. 811 pp. 6° x% 
illus. $7.50. 


A text book by the director of the New York 
School of Interior Design for the student and 
practitioner of this art in its traditional form— 
of little interest to the designer of contemporal] 
interiors. 

(Continued on page 100) 
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ROUND TABLE REPORT: 


The Worst Mortgage Crisis Since 1932 


MEMBERS OF THE ROUND TABLE 


for the Life Insurance Companies 
GE T. CONKLIN 7 
ae oee Vice President in Charge of Securities, 
Guardian Life Insurance Co. 
GLAS MEREDITH ) 
ae Vice President, National Life Insur- 
ance Co., Vermont, Chairman of Committee 
on Housing & Mortgages, Life Insurance 
Assn, of America. 
CHARLES VAN ANDEN 
Vice President in Charge of Real Estate and 
Mortgage Loans, New York Life Insurance 
Co. 
MILFORD A. VIESER 
Vice President, Mutual Benefit Life Insurance 
Cc. 
OLIVER M. WHIPPLE 
Financial Vice President, Mutual Life Insur- 
ance Co. 


for the Savings Banks 
CARL G. FREESE 
President, National Association of Mutual Sav- 
ings Banks 
ROBERT MORGAN 
Vice President and Treasurer, The Boston Five 
Cents Savings Bank 


HARRY HELD 
Vice President in Charge of Mortgages, Bowery 
Savings Bag 


for the Commercial Banks 


HARRY BAYER 
Vice President, Irving Trust Co. (Mortgage & 
Real Estate Division) 


WILLIAM A. MARCUS 
Executive Vice President, American Trust Co., 
representing American Bankers Assn. 


for the Mortgage Bankers 
JOHN F. AUSTIN, JR. 
President, T. J. Bettes Co. 
WILLIAM A. CLARKE 
President, Clarke Mortgage Co. Consultant to 
the Office of Real Estate Credit, Board of 
Governors of The Federal Reserve System 
JACK HALPERIN 
President, J. Halperin & Co. 
MILTON MacDONALD 
President, Mortgage Bankers Assn. 
SAMUEL E. NEEL 
Counsel, Mortgage Bankers Assn. 


for the Savings and Loan Associations 
MORTON BODFISH 


Chairman of Finance Committee, U. S. Savings 
& Loan League 


EMIL A. GALLMAN 


Executive Vice President, New Jersey Savings 
& Loan League 


M. K. M. MURPHY 
Past President, U. S. Savings & Loan League 


for the Builders 
THOMAS Pp. COOGAN 


Past President, National Association of Home 
rs 


mArman MANILOW 


: man of the Mortgage Committee and 
reasurer, National Association of Home 
uilders 


JOSEPH MEYERHOFF 
Past Presidene, National Association of Home 
rs 


EARL SMITH 


a gy Committee, National Association of 
ome Builders 


MARK TAPER 
President, Biltmore Homes, Los Angeles 


Others 

MILES COLEAN 
Economist 

MALCOLM LEES 


Vi ¢ Presi ent, Firs Bosto 
ie ident t ton orp. 


r val Manager of Sales, American Radiator- 


rd Sanitary Corp. i 
ducers Council, y Corp., representing Pro- 


Presiding 


P. I. PRENTICE 
Editor og Publisher of Tue Macazine oF 


THE MAGAZINE OF BUILDING - JUNE 1951 


For the first time ever, the mortgage crisis has led to a full and highly in- 
formative exchange of views between the chosen representatives of the home 
building industry and a carefully selected group of the most thoughtful and 
influential executives responsible for the mortgage policies and operations of 
the savings banks, the commercial banks, the insurance companies, the mort- 
gage bankers, and the savings and loan associations. 

These discussions took place June 4 and 5 at a two-day Round Table 
sponsored by THE MAGAZINE OF BUILDING. 

Because the issues are so pressing and so controversial, and because so many 
long-term considerations must influence any solution of the immediate crisis, 
it was not possible in two days to formulate unanimous agreement on every 
point. The Round Table did reach substantial and significant unanimity on 
the nature and seriousness of the problem which must be faced. It agreed on 
the lines along which the solutions must be worked out. And, finally, it agreed 
to reconvene early in July to draft specific recommendations, both long-term 
and short-term. 

W hat follows is a preliminary report which does not necessarily reflect the 


views of every Round Table member on every point. 


THE ROUND TABLE CONCLUSIONS: 


The worst mortgage money shortage since 1932 has struck the home building 
industry. 

Almost overnight the flood of money disappeared which as late as February was 
pouring into FHA and VA loans. In 38 of the 48 states it is now almost impossible 
to get commitments for 4% VA loans and very difficult indeed to get commitments 
for 414% FHA mortgages. Many of the biggest lenders have withdrawn completely 
from the market and indicated they will make no more commitments for these loans 
before February, 1952. 

This mortgage crisis hit home building just when the industry was beginning to feel 
the full effects of the consumer credit curbs imposed by Regulation X last fall. The 
double impact, many of us believe, may soon cut home building starts to an annual 
rate of not more than 500,000. This would be only 35% of last year’s peak, 
whereas the soft goods industries confidently expect to end 1951 running well 
ahead of the new high they set in 1950, and even the great metal consuming 
industries like automotive expect not more than a 35% cut-back from their all- 
time high. 


Should home building be cut to a 500,000 rate, the industry would have the un- 
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happy distinction of being cut-back nearly twice as hard 
as any other industry and nearly three times as hard 
as industry on the average. 


Some sections of home building have been hit much 
harder than others. The situation is particularly serious 
in the South and West, where local funds have never 
been adequate to meet mortgage needs, and where to- 
day’s heavy westward and southward population shift 
has stimulated a far greater demand for new housing 
than in sections where local money is more readily avail- 
able. In recent years the South and West have been 
especially dependent on the flow of big Eastern money 
made possible by VA and FHA guarantees. Conse- 
quently, the disappearance of funds for new VA and 
FHA loans threatens to cut home building in these 
fastest-growing communities still more deeply than the 
65% cut contemplated in the national average. 


Agreement on Problem 


The reasons for the sudden crisis in VA and FHA 
mortgages are clear and well understood. Equally 
clear is the harm it is doing to the home building in- 
dustry, but this has hardly been noticed at all, let alone 
understood, outside the home building industry itself. 


Even the home builders have been too harrassed by 
their own financing problems to give much thought to 
what this disruption of their industry may cost the 
home-buying public. And many lenders may, perhaps, 
have overlooked the danger that as home building labor 
is thrown out of its accustomed work, and as the public 
finds it harder to get homes from private industry, the 
government will be subjected to great pressures to adopt 
schemes and devices which cannot fail to hurt the free 
economy operation of building construction and build- 
ing finance—schemes and devices like the already 
threatened wholesale resort to direct government loans 
to veterans, like removing the present curbs on FNMA, 
or even a great increase in public housing instead of a 
cut. 


After two days of frank and informative discussion 
we have reached substantial though not always unani- 
mous agreement on the nature and magnitude of the 
problems which must be solved: 

1 to meet the immediate crisis 


2 to safeguard home building in the future against 
such recurring credit uncertainties as have so often dis- 
organized it in the past 


3 to provide adequate credit to finance, year in and 
year out, the volume of home building needed for a 
slow rise in the American standard of housing. 


Our agreement on all these aspects of the problem 
is reported in some detail below. 






































Progress Toward Solutio, 


We have also made substantial progress towards 
agreement on various steps which should be taken 4) 
meet these problems. After a few weeks’ further study 
we plan to meet again. At this next meeting we h 
to agree on specific recommendations, both short-term 
and long-term. 

We are giving careful consideration to all the folloy, 
ing proposals: 

1 What should be done about the interest rate 
VA and FHA loans? 

2 What, if anything, can be done to cut the cost of 
servicing FHA and VA loans, in the hope of increagj 
the net yield to the lender without a fully equal increas 
in cost to the borrower? (Some institutions report cop. 
siderable progress along this line.) 

3 What, if anything, can be done to broaden th 
market for VA and FHA loans? For example, what cay 
be done to make them more attractive to pension and 
other trusts and even to individual investors? One Sug. 
gested means to that end would be the sale of certif. 
cates reflecting the net yield of the mortgages, backed 
by the same security of the Federal guarantee and puy. 
ing interest semi-annually without involving the pur 
chaser directly in any of the costly and cumbersom 
monthly bookkeeping and billing required of holders of 
the mortgages themselves. 

4 What can be done to cut the senseless costs of fore. 
closure, which now vary from as little as $5 in Texas 
to as much as 10% of the mortgage in New Jersey, New 
York and Illinois and are now one of the more im 
portant discouragers of low cost mortgages in many 
states? 

5 What part, if any, should an institution like th 
Federal National Mortgage Association (FNMA) with 
its access to Federal credit be allowed and expected to 
play in meeting crises like the present? 


The Lenders Viewpoint 


The lenders among us are unanimously agreed thal 
the mortgage crisis stems from “the greatest change 
in government credit policy in a generation,” and thal 
nothing less than a 41% rate will restore VA aml 
FHA loans to the same competitive attractiveness ® 
when funds for these loans were plentiful last winter. 

Pressed further by the builders, most of the lender 
somewhat hesitantly agreed that, unless the governmetl 
itself makes heavy demands for credit and unless the 
price of U. S. bonds continues to fall, the authorizatiot 
of a 414% rate would shortly make enough commit 


ments available to permit a rate of 850,000 starts (its 


as many houses as the builders now believe they could 


sell in the face of Regulation X.) Bases of this hesitatl: 
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surance are: the normal assumption that no money 


as 
would actually have to be paid out on these commit- 


ments for six to nine months, by which time the lenders 
expect to have more money available; that real savings 
tend to rise in terms of national emergency. 


The Builders Viewpoint 


The builders among us agree that the interest rate 
on VA and FHA mortgages must be flexible and that 
VA and FHA loans must be made sufficiently attractive 
to compete in the money market against other types of 
investment like government and high-grade corporate 
bonds. 

The builders, however, are very skeptical as to 
whether a 14% increase in the VA and FHA interest 
rates now would quickly relieve the crisis. On the con- 
trary, they believe the situation is so bad and the money 
shortage so acute that a substantial increase in the in- 
ierest rate would just create new difficulties without 
solving the present difficulty. 


Furthermore, the builders all have some doubts as 
to the permanence of the new credit policies. They 
note that 1952 is an election year, and they have not 
forgotten what happened the last time they were per- 
suaded to support higher interest rate ceilings. While 
the higher rate was still being debated, a sudden change 
in government credit policies flooded the money market 
and made the increase unnecessary. Before long, FHA 
loans went to a substantial premium with great profit 
to those who got the premium. 


Instead of endorsing an immediate increase in the 
VA and FHA interest rate ceilings, therefore, the build- 
ers among us would all prefer, as a temporary expe- 
dient, to increase the discount at which VA and FHA 
loans may be sold, even though much of this increase 
in discount could not be passed on to the home buyer 
and would have to come out of their own profits. 
An increase of 4 points in the allowable discount (now 
fixed at 1%) could give lenders about the same in- 
creased yield as a 12% increase in interest rate—but 
it might be easier to withdraw if mortgage money be- 
came more plentiful and it might be easier politically. 
It would also permit realistic recognition of the hard 
fact that builders—and therefore home buyers—in the 
South and West must pay more for money than builders 
and home buyers in the North and East, where local 


funds are usually more than sufficient to meet local 
mortgage needs! 


Any increase in mortgage interest would automat- 
leally require an increase in monthly payments. The 
builders among us know from long experience that 
€very such increase in monthly cost cuts the number 
of qualified buyers to whom a house may be sold. Their 
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market has already been hit so much harder than FHA 
and the Federal Reserve told them to anticipate, by the 
stiff down-payment required by Regulation X, that they 
may wish to urge some modification in Regulation X to 
compensate for the further market lost by a higher 
monthly payment. 


Causes of the Crisis 


The mortgage crisis developed overnight, and without 
warning, when the Treasury allowed the interest rate 
on long-term U. S. Bonds to rise from 2.5% to 2.75% 
and the Federal Reserve let the market seek its own 
lower level for the long-term U. S. debt which, hereto- 
fore, had been kept convertible into cash at par, or better. 
All through February savings banks and insurance com- 
panies had been making mortgage commitments with 
little concern for future increases in their available 
investment funds, since they were carrying out a con- 
sidered and consistent program of selling some of their 
longest term pegged government bond holdings to buy 
higher interest paying mortgages backed by Federal 
guarantees. The new reserve policy brought this switch- 
ing to an abrupt halt, for when government’s fell the 
switch could be made only after accepting a 3 to 4-point 
loss instead of taking the 22/32-point profit which had 
long been customary. The attractiveness of the switch 
was further reduced because the yield on government 
bonds was increased one-quarter of one per cent without 
any corresponding increase being allowed in the yield 
of VA and FHA mortgages. 

Every other type of investment promptly adjusted its 
yield to the change in the yield on the long-term U. S. 
debt. Within three months, the average yield on new 
corporate bonds rose about 45%. For example, Duke 
Power, which was borrowing money at 2.70 in Feb- 
ruary, offered a new bond issue in April at 3.15. 


The only segment of the entire economy which 
was not allowed to raise its bid for money was that 
segment of the home building industry which is de- 
pendent on FHA and VA loans for its financing. 


As a result, when lending institutions took stock the 
middle of March, most of them found themselves 
already committed nearly a year ahead for more VA 
and FHA loans than they could well absorb without 
selling any of their demonetized governments at a sub- 
stantial loss. Furthermore, they found that, whereas 
VA and FHA loans had offered among the most attrac- 
tive yields available in February, their spread above 
governments had been cut more than one-third and their 
yield was hardly as high as the yield on much less 
troublesome Grade A corporates. 

In the second half of 1950, when mortgage debt was 
shooting up at the rate of $12.8 billion a year, the 
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insurance companies were selling governments at the 
rate of $2.8 billion a year; savings banks at the rate 
of $1.52 billion a year; and commercial banks at the 
rate of $7.2 billion a year—making a total sale rate 
of governments of $11.52 billion, or almost as much 
as the net increase in mortgages. 


With this great source of funds from switching elim- 
inated; with lenders already heavily committed; with 
the yield of all other types of bonds very substantially 
increased; and with VA and FHA loans alone forbidden 
by government action to compete for money through 
more attractive rates, it is clear enough why the lenders’ 
demand for FHA and VA loans turned from a torrent 
into a trickle almost overnight. 


Attitude of Government 


It is also clear that the reasons home building has 
been hit so hard grew out of government policy. The 
mortgage crisis results directly from the government’s 
decision to put its main reliance on credit controls 
rather than on direct controls (like price fixing and 
material allocations) to curb inflation and maintain 
an orderly economy in the face of the tremendous de- 
mands of rearmament and the Korean war. 


Both the effort to curb inflation and the reliance on 
credit controls have the full support of our industry. 
As far back as last September at a MacazIne OF BUILD- 
ING Round Table, home building’s leaders strongly 
urged such a program “even though this may mean cur- 
tailing housing more sharply than any other segment 
of the economy.” 


The members of today’s Round Table unanimously 
re-afirm our industry’s support of credit controls to 
curb inflation and maintain an orderly economy—but 
still we believe there are limits to the sacrifice any 
one industry should be called upon to make in support 
of that policy when other industries are making little, 
if any, sacrifice. We further question whether a pro- 
gram designed to preserve order throughout the econ- 
omy should be allowed to threaten complete disorder 
in any one industry—especially an industry as im- 
portant as home building. 


No responsible government official has made any 
public statement which could support the belief it is 
now government policy to cut home building back to 
500,000 starts a year. On the contrary, within the past 
month the Federal Reserve Board Chairman has pre- 
dicted 1,200,000 housing starts in 1951. Also within 
the month HHFA Administrator Foley has announced 
850,000 starts as the government’s program for 1952 
home building. We cannot believe the government 
would deliberately undertake to cut home building back 
to a rate below 500,00 units while its most responsible 


officials are talking so much higher figures, Conse. 
quently, we believe the mortgage crisis is just one of 
many instances where a new government policy has 
produced repercussions in a limited area far beyond 
anything contemplated or desired by those who Promul. 
gated the new policy. 


No Homes without Credit 


The plain fact is that credit controls are the only 
controls to which home building is peculiarly yyl. 
nerable, because credit is the one thing without which 
home building is impossible. 

An earlier Round Table (THE Macazine or Burp. 
ING, February 1951) has shown how home building 
could adjust itself to even a 50% cut in its supply of 
metals without any reduction whatsoever in the total out. 
put of homes (whereas, for example, any such cut » 
metals might require an almost equal cut in the output 
of an industry like, say, automobiles). This same 
Round Table indicated home building could make q 
similar adjustment if its labor force were sharply re. 


duced. 


But credit and home building are today inseparable, 
Home building requires more long-term credit than all 
other industries combined. Conversely, home owner. 
ship is, today, among the greatest sources of individual 
(as distinct from corporate) savings. 


We believe government should recognize these special 
exigencies of the home building industry in making its 
plans to maintain an orderly economy. We believe 
government should recognize that its credit curbs have 
now hit home building far harder that it was ever in 
tended that they should. Certainly it should not now 
discriminate against home building by making home 
building the only industry forbidden to raise its bid 
for credit in response to the higher interest rates which 
have prevailed on government and corporate bonds 
since March 3. 

Furthermore, everyone shduld stop confusing the 
situation by averaging the all-time record rate las 
winter with the very low rate expected this fall and 
using this average as the basis for loose talk of 850,00 
starts in 1951. 


Effect on the Industry 


In the past, home building has always been a “fea 
or famine” industry—subject to greater ups-and-dowll 
than any other segment of the nation’s economy. Withit 
the past 20 years its volume has ranged from a lif 
of 93,000 homes to a high of 1,400,000 last year. Th 
possible year-end cut to one-third of last year's 
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ume would, therefore, be nothing new. On the contrary, these 
violent swings have been so frequent that they could almost 
be considered normal, and some of our members were at first 
inclined to question whether the present threat could properly 
be called a crisis. 

Yet all of us agree that the magnitude and violence of these 
swings have done incalculable harm to home building in the 
past and if continued, will do incalculable harm in the future. 


These swings have been the biggest single cause of waste, 
inefficiency, and high cost in home building, the biggest reason 











home building so long lagged behind the progress of other 
industries towards the economies of assembly line production. 
How can any industry be expected to produce a better product 
at lower cost if, from season to season, its labor cannot be sure 
whether it will be employed or not, when its suppliers cannot 
estimate their market within 300%, and when its capital and 
management have no assurance that changing credit conditions 
vill not wipe out their sales and demand overnight? 


All these uncertainties are reflected in the cost of building 
labor, in the price of building materials, and in the profits 
needed to attract enterprise and management in the housebuild- 


ing field. 


Home Building—An Infant Industry 


We are all agreed that, in the past five years, home building 
hasymade more progress towards efficiency and order than any 
other industry in America. In fact, it can almost be said that 
the home building industry, as we know it today, is a new 
industry created since World War II. Its large scale planning, 
its volume operations, and its assembly line methods were made 
possible only by the new FHA and VA financing which have 
now been abruptly halted by the mortgage money crisis. 


We fear this exciting progress may be set back many years 
if another violent swing now forces the home builders to dis- 
band their organizations and seek opportunity for themselves 
in some other field. To say home building is a new industry 
is to say also that it is still, in many ways, an infant industry. 
And what that infant industry now needs above all is some 
assurance of stability, to give the forces of free enterprise 
competition time to bring costs down.’ None of us wants another 
sudden boom year like 1950, for no industry so overextended 
can hope for either efficiency or economy. But the builders 
among us are unanimous in declaring the industry has, as yet, 
hardly scratched the surface of the savings and economies that 


would be made possible by a stable competitive market for 
around 1,000,000 new homes a year. 


Home Building and the Economy 


Greater stability in housing is important, not only to home 
builders and home buyers, but to the whole U. S. economy, 
whose worst ups and downs have always, heretofore, been in- 
tensified by the still more violent ups and downs in home 
building, 

The thriving home building industry of the past six years 
48 supported the prosperity of many other industries. In 
fact, the new home building industry played much the same 
part in the boom which followed World War II that the new 
automotive industry played in the boom that followed World 
War I, Conversely, after 1929, homebuilding aggravated the 
depression by suffering the worst collapse of all. 
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1,000,000 New Homes a Year? 


We cannot yet agree that a post-austerity average of 1,000,000 
new homes should be built each year, since we have not yet 
agreed on ways to finance so many new homes without inflation. 
We do, however, agree that the American standard of housing 
cannot keep pace with the rising standard of living if less than 
1,000,000 new homes are built. Thai figure is barely enough to 
keep up with population growth and replace the 40,000,000 
existing homes over an 80 year span. In the 18 years since Mr. 
Roosevelt found “a third of the nation ill-housed” new construc- 
tion has barely kept ahead of family formation, so the great 
majority of Americans still live in the same kind of homes as in 
1933—the same kind 18 years older! From the social, 
if not from the economic point of view, the sooner some 
10,000,000 of these sub-standard homes can be replaced the 
better. 


The builders among us further agree they could tap a 
vastly increased market when, as, and if, the industry can 
lower its costs and prices. Even at present prices, they add, 
demand would have been much bigger if the artificially low 
rents fixed by rent control had not kept millions of favored 
renters out of the new house market. 


A New Kind of Tenancy 


We are unanimous that individual homeownership and the 
credit of the individual homeowner are the best way to 
finance home building. We recognize that most new houses must 
be sold to young married couples with neither the savings for 
big down payments nor the income for big monthly instal- 
ments, and we further realize that, in our fluid economy, many 
of these young people will have to buy and then sell not one 
but several homes as their jobs take them from town to town 
or their growing families and growing incomes require and per- 
mit a changing way of life. 

FHA and VA financing, with their lower down payments, 
have made possible homeownership on a basis which one of 
our members calls “a new type of tenancy.” And although 
some of us view with alarm the inflationary possibilities of such 
liberal credit, still most of us agree that this new type of 
tenancy is well suited to the realities most young couples face 
and may perhaps offer the only alternative to rental housing, 
for which, at least as far back as 1924, new construction has 
been virtually impossible without even more liberal financing 
or direct government subsidy. 


In the past, home building ground to an abrupt halt when- 
ever business was bad because, quite simply, home buyers 
could not or would not make the large down payment formerly 
required unless business was booming. The new kind of 
tenancy offered by FHA and VA financing should make pos- 
sible much more in home building in bad times, since even then 
millions of families who would hesitate to make large down 
payments would be glad to move from old rental housing into 
new homes they could “buy like rent.” 

Along with all the other financing required by our expand- 
ing economy, it will not be easy to provide the liberal credit 
for a stable volume of 1,000,000 new homes each year without 
inviting the evils of inflation. Builders can help by getting 
the cost and price of housing down. Government can and 
must help by reducing its own credit demands to the lowest 
point compatable with a strong defense. Beyond that, we 
believe the demands for credit will be so great that new ways 
and policies are urgently needed to encourage bigger savings. 
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ROUND TABLE DISCUSSION of the mortgage crisis filled two days and 


400 pages of a stenographic record. These excerpts highlight the statement of the problem and 


the proposals for solving it 


IMPACT OF THE CRISIS: 





The slowing pulse of home building reflects an overdose of 


government controls and a deficiency of mortgage money. It is putting the industry on its back 


CHAIRMAN PRENTICE: The word “crisis” 
has two definitions, one of which is a medical 
definition which pertains to the point where you 
find out whether the patient is going to live or 
die. The other definition, however, seems to me 
the best; it is the point at which some sort of 
change is in order. 

Miles Colean has documented the crisis which 
confronts the home building industry, the crisis 
we are here to consider. 

ECONOMIST COLEAN: During the first third 
of 1951 the number of new private dwelling 
units started fell 18% below the number for the 
same period in 1950. As further evidence of 


CHAIRMAN  PREN.- 
TICE: On FHA and 
VA financing, our in- 
dustry, has had its 
hands tied behind its 
back and then been told 
to scramble like an egg 


without moving. 





future decline, applications for FHA insured 
mortgage loans on new housing were 65% less 
during the first four months of 1951 than during 
the corresponding months of 1950. There was 
also a sharp decline in the volume of prospective 
loans to be guaranteed by the Veterans Adminis- 
tration. 

BUILDER SMITH: We are going to run com- 
pletely out of financing. There is a little carry 
over from last year here and there, but the bulk 
of home building in the southwest and the entire 
western areas will grind to a miserable halt 
within the next 60 days, unless something is 
done. While Regulation X is a major problem, 
it is not the immediate problem. I think it is 
certainly to be taken into consideration, but our 
most urgent problem is to get a “take out.” 

I do not know if the problem is the interest 
rate. I do not know the answer. But I would 
like to know how we are going to keep our home 
building industry rolling, if it is important 
enough to keep it rolling, particularly on the 
West Coast. 

BUILDER COOGAN: It isn’t only the Pacific 
Coast; it is everywhere in the U. S., except for 
a small stretch from Washington up to New Eng- 
land, It is hitting in Ohio, Detroit, Des Moines, 
and places that normally have money. It is par- 


ticularly bad in Texas, and Louisiana, and if you 
take eight or nine of the 48 states out of the 
picture, it is nationwide. There is nothing local 
ized about it. 
BUILDER TAPER: My problem is even tougher 
than Earl Smith’s, because I am in the southern 
part of California where money is even harder 
to get. We are builders, and we employ people. 
In about a week or two, we are going to have 
to let our key men go. We have already let go 
many hundreds of people. All we seek is some 
solution from our friends on the other side of 
the table whereby they will say, “we cannot buy 
any loans now, but we will give you a commit- 
ment,” the same as FNMA did. “We will give 
you a commitment that we will buy those loans, 
six, eight, ten or twelve months from now.” 
Now, here is a direct, clear question. Is there 
anything they can do for us so-that we can keep 
working, or are we to fold up completely? 
ECONOMIST COLEAN: It is next year you ate 
worrying about. 
BUILDER SMITH: We are worrying now fot 
next year, as well as right now. 
BUILDER COOGAN: The manufacturers of mé 
terials are already beginning to pile up stuff in 
the warehouses. Part of the money we cannot 
get is tied up in inventory loans around the 
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try. They are going to cut back on the pro- 
~ ae? building materials. They will get into 
some other type of manufacturing. When we 
want to step UP house building again, we will go 


duction 


through the same thing we have been through 


many times. as 

We have been five years training our me- 
chanics. We have just now got a skilled force 
hack at work, It won't take six months to lose 
it, Any time they get into any other industry 
they don’t come back. 
BUILDER SMITH: It is going to be darned 
serious very shortly with unemployment, and lots 
of it, which the defense program is not going 





to be able to take up. 

On the West Coast, it is very evident. It is 
growing by day more serious, and you know that 
your automotive industry is in very serious 
trouble as far as employment is concerned. 

If we don’t do something here on the private 
enterprise side to stimulate this thing, or give 
suggestions to those who control the credit, there 
are going to be pressure groups spearheaded by 
labor groups who are going to ask for something 
which is going to be hysterical in type, and it 
won't be at all what we want. It will be highly 
inflationary. Just as sure as I sit here, that will 
be the case. 


HOW HEALTHY MUST HOUSEBUILDING BE? 


Are 850,000 units a year too few? Are one million too many? 


The answers involve population growth, national defense, 


economic prosperity and the standard of living 


ECONOMIST COLEAN: Any of us could have 
forecast a drop from last year’s high volume of 
housebuilding whether we had any restrictions 
or not. We are coming into a period of rela- 
tively low rate of family formation due to the 
low birthrate in the ’30s. By the same token, we 
are coming, a little later on, into a rate of very 
high family formation, so that the normal trend 
probably would have been for a drop this year 
and a continued drop of some proportions dur- 
ing the next four of five years. But, over a 
decade, I think it could well have averaged 
With 


level of prosperity we could 


around a million dwelling units a year. 
the continued 
probably have had a very high rate of replace- 
ment of old houses and makeshift conversions 
that account for such a large proportion of our 
total supply. 

CHAIRMAN PRENTICE: That is still not pro- 
viding for raising the standard of living. 
ECONOMIST COLEAN: The replacement of 
those houses in 80 years would give you an in- 
creased standard at a slow rate. 

CHAIRMAN PRENTICE: I think an average of 
one million homes a year, which means replac- 
ing housing at the rate of once every 80 years, 
is a low figure to set as an objective. I am 
trying to get some kind of target set up for 
volume and some sort of target set up for sta- 
bility. 

LENDER MARCUS: By and large, a million 
houses is what everybody around the table 
thinks would be tops. 
BUILDER MEYERHOFF: 
million, I would say. 
BUILDER COOGAN: Let us accept the figure 
of one million. 

LENDER MEREDITH: It is tantamount to say- 
ing to the automobile industry that they should 
Produce six million automobiles a year. You 
are picking a high figure for the building in- 
dustry which, in my opinion, is extravagant. 
BUILDER COOGAN: I think somewhere around 
4 million is reasonable, in view of the growing 


desire for homeownership, and the growth of 
ownership, 


Approximately one 


and the increasing rate of change 
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BUILDER COOGAN: There is no sense in kidding 


ourselves that we are running into a soft market. 


BUILDER MEYERHOFF: 


a year is not too much, and much below that is not 


A million housing units 


enough. 


BUILDER MANILOW: I predict that we are going 
to be on a basis of less than 500,000 units a year for 


the second half of 1951. 


in the ownership of homes. I think we are going 
to have a higher level of house production, par- 
ticularly if we have a continuing expanding 
economy, and we are certainly going to have it. 
LENDER MARCUS: How did you get that re- 
placement figure, Mr. Colean? 

ECONOMIST COLEAN: You have got about 40 
You have got an 
average rate of family formation of 500,000. 
LENDER CONKLIN: 40 million houses? 
LENDER MARCUS: Dwelling units. That in- 
cludes apartment houses and everything. 
ECONOMIST COLEAN: It includes everything. 
You have an average family formation rate of 
500,000—that would leave you 500,000 units for 
Divide 500,000 into 40 million, 
and you get 80 years. 

LENDER MORGAN: With rent control on, it 
is dificult to know what the new demand for 
new housing is. 

CHAIRMAN PRENTICE: That is a very, very 


important 


million houses, roughly. 


replacement. 


point. Somebody has finally men- 


ECONOMIST 
EAN: I! 


much, if we are going 


COL- 
doubt very 
along with Federal bud- 


gets of $70 billion a 
year, that you can have 


a million houses a year 





without inflation. 


Volume is a 


tioned that nasty word “price.” 
function of price: 
BUILDER MEYERHOFF: I 


The demand for housing is almost universally 


challenge that. 


tied to optimism and full employment, and you 
The same house we 
had in *49 could have been sold in °50 for more 


cannot get away from it. 


than we sold it for in °49, just because people 
had jobs. 
LENDER HELD: I think that is the whole crux 
of the situation. You couldn't sell houses in 
°39 and °40 because they didn’t have the $500 
or $600 to put down on a $6,500 house. 
BUILDER MEYERHOFF: Shouldn't we base 
our discussions on a reasonable level of economy 
It we don’t 
talk about that, we have nothing to talk about. 
We are assuming the level of economy which 
is generally prosperous. 


and prosperity and employment? 


Under that type of 
economy a million housing units a year is not 
too much, and I think much below that is not 
enough. A million houses a year is a reasonable 
goal to shoot for. 

LENDER MEREDITH: A million units a year 
to maintain the standard of living is one thing. 
To say, on the other hand, that we should expect 
a million units a year, in my opinion, is a very 
strong statement. 

ECONOMIST COLEAN: Doug Meredith is 
right on that. When I say a million a year, I 
don’t put it in terms of expectancy, or even 
possibility under the present circumstances. | 
doubt very much, if we are Boing to have Fed- 
eral budgets of $70 billion a year, that you can 
have a million houses a year, except on an in- 
flationary basis. 

On the other hand, I think that is part of the 
job. I think the problem is the distribution of 
the total take in the country in such a way that 
you can maintain an increasing standard of 
living. 





BUILDER 


What is going on here is a debate on whether I am 


SMITH: 


I am the typical little man. 


going to be cut down from the noose on which I am 


hanging with a knife or a saw. 


LENDER MARCUS: 


enough to prevail against the natural laws of suppl 
g i pply 


No artificial barrier is strong 


and demand. 
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THE LIFE BLOOD IS MORTGAGE MONEY: 


but is there enough to sustain the health of housebuilding? 


BUILDER MANILOW: Assuming that the fu- 
ture money supplied for mortgages will be based 
on new money, and not on this business of sell- 
ing bonds and excessive bank credit, and forget- 
ting for a moment the question of interest, could 
that yield a sufficient supply of money to support 
a million house a year mortgage program? 
LENDER VAN ANDEN: There will be a con- 
siderable amount of money available for all 
those loans, if the rate is attractive. 
LENDER MURPHY: In 1950, the savings and 
loan business financed approximately 935,000 
homes; individuals financed 610,000. With a 
reasonable flow of savings, we will handle 800,000 
loans this year. 

ECONOMIST COLEAN: Not all new construc- 
tion. 


LENDER MURPHY: I am giving you some in- 
dication that there is going to be mortgage 
money available. 

LENDER VIESER: I think under certain cir- 
cumstances there will not be enough money 
available for 850,000 starts, because I believe 
that yield is not the whole answer, I believe the 
other part of the answer is national need. 

In 1941, the life insurance companies had 
20% of their assets in government bonds, but 
at the end of the war they had 50% so invested. 
The national need took preference over yield. 
We invested in 244% obligations at a time when 
our own contractual obligations called for a 3% 
rate. 

If the national need once more demands new 
defense plants, and we have to feed and clothe 
growing armies, and war needs are more neces- 
sary than housing, then you will not have enough 
mortgage money f§F 850,000 starts. 

But if the normal prevails, I would say that 
we would have money enough for 800,000 starts. 
LENDER MORGAN: The permanent investors 
in mortgages probably may also, during this 
coming year, look a little closer at their short- 
term position, and may build up their short-term 
position over the period of the next 18 months, 
in view of what has happened just within the 
last two months. 

That, in itself, will retard or hold back some 
of the money that might normally have gone into 
this business. 

BUILDER MEYERHOFF: You mean a reversal 
of the trend to get a bigger percentage of port- 
folio in mortgages. 

LENDER MORGAN: Once burned a little bit, 
you remember that burn for quite a while. 
BUILDER MANILOW: Last year we built 1,- 
400,000 homes. We are talking now on a basis 
of 800,000 to 850,000. That is an automatic ad- 
justment to reflect the downside of availability 
of money in itself. 

LENDER NEEL: We made a survey recently 
to find out, roughly speaking, how many hun- 
dreds of millions of dollars the members of MBA 
were committed to as of May 1, ’51, and we 
came up with approximately 40% of our mem- 
bership reporting, exclusive of the life insurance 
companies. These are the mortgage bankers. 
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They were committed to lend roughly $500 mil- 
lion as of May Ist this year. Now, it doesn’t 
take very much arithmetic to figure out that we 
will not be financing 850,000 houses if that figure 
represents anything at all. 

LENDER BAYER: Is that all house financing? 
LENDER NEEL: All home loans, 
ECONOMIST COLEAN: A lot of those houses 
were started last year. 

BUILDER COOGAN: I would like to ask the 
bankers a question, Isn’t it true that because of 
the war years and the lack of other investments, 
you had a relatively high ratio of government’s 
to your normal investment portfolio, so if they 
had not gone into mortgages they would have 
gone into other investments anyway? 

LENDER WHIPPLE: They did go into other 
investments during that period. A lot of money 
was invested in government bonds with the in- 
tention of being only a temporary sort of in- 
vestment. 

LENDER VIESER: In the year ending March 
31 the life companies increased their mortgage 
loan account $3 billion and in that same period 
they sold $2 billion of government’s. 

LENDER CONKLIN: Here is the figure year 
by year of the net sales of government’s by life 
insurance companies, fire and casualty com- 
panies, savings banks and savings and loan com- 
panies. For example, in 1947, they sold $1.1 
billion; in 1948, $3.6 billion; in 1949, $1.1 bil- 
lion; in 1950, $2.1 billion. 

They are probably going to liquidate about 
$1.7 billion or $1.8 billion this year, something 
like that. That is the order of magnitude of 
disposition of government’s net, 


If you take 





LENDER MERIDITH: The real crisis is what is the 


future purchasing power of the dollar going to be. 


LENDER MACDONALD: The mortgage man is sit- 
ting in the background and he is going to sit there 


until the rates straighten themselves out. 


BUILDER COOGAN: We have not yet proved the 


need for a higher interest rate. 








BUILDER TAPER: Is there anything the lenders 


can do for us so that we can keep working, or are ~ 


to fold up completely? 


those three groups, they have savings of about 
$7 to $8 billion a year. 

In addition to that, they have recurring jn. 
come, pay-offs, and so on, which brings their 
income to about a level of $12 or $13 billion, 
so that is the amount of funds that they have 
each year to invest. At this level of income, that 
would be, more or less, a normal situation. 

Now, whether or not, under normal circum. 
stances, that would be sufficient to satisfy your 
needs for $7 or $8 billion will depend on what 
the needs of the rest of the economy are, If 
everybody is expanding and wants to expand 
more rapidly than people will save, then there 
will be a shortage. But I would judge that on 
the average, excluding periods of peak strin- 
gency, such as this, that there would certainly 
be available, readily available financing for a 
level of 850,000 to one million homes in a 
normal year. 

If there isn’t, then it will mean that there is 
not enough saving to go around, and the proper 
method is to try and stimulate people to save 
more. If you want to build more, and you want 
to finance it, then you have got to get them to 
save more. 

One method of getting them to save more, and 
by no means the only one, is to have a higher 
interest rate. If you don’t need all the funds, 
then interest rates will tend to go down. 

If you want to sell more homes, you have got 
to sell the American consumer, both by making 
him want to buy homes by making the price at- 
tractive, and inducing him to save. 

LENDER HELD: During the past five years, all 
of the lending institutions, life insurance, mr 
tual savings banks, and commercial banks, im 
creased their mortgage portfolio $29.5 billion. 
The savings increase in the same institutions was 
$34.7 billion, meaning that they put in about 
85% of their total net savings, increase in s% 
ings, in mortgages during the five-year period. 
LENDER CONKLIN: That’s right. 

LENDER LEES: We have left one point out of 
our thinking here. The rate of national income 
has been very much higher in 1950 and will be 
in 1951 than it was in these earlier years, “S, 
’48, and °49, and if the same average percentage 
goes into savings at this high level of national 
income, we have got a lot more savings to play 
with, . . . Just take 1950, when we did manage 
to keep afloat this tremendous building program. 
At the same time, we had the heaviest c@ 
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industry program ever undertaken by this coun- 
try 100, which had to be financed. 

CHAIRMAN PRENTICE: The number I am 
trying to get is some estimate of how much hous- 
ing, you think, can be financed through existing 
channels and institutions. 

LENDER HELD: You are going to have an $80 
billion mortgage debt at the end of the year. 
BUILDER MANILOW: What is the annual 
amortization on it? 

LENDER HELD: Let's say 7% of that gives 
you available just from that source about $5.6 


billion. 

BUILDER COOGAN: A reinvestment fund. 
LENDER HELD: On top of that, you have earn- 
ings of savings banks, life insurance companies, 
commercial banks, and so forth, a certain por- 
tion of that which would go into mortgages— 


50 or 60%. 


LENDER HELD: Are 
you going to wait until 
January to raise the in- 
terest rate and then get 
your commitments, or 
would you rather have 
your commitments to- 
day on a higher interest 


rate? 


LENDER MARCUS: I hate to be discouraging 
but there is not going to be much sunshine as 
far as the commercial banks are concerned in 
the future, if you look at the past. 

The savings in the commercial banks, the net 

accretion in 1945, was $6 billion. It has gone 
steadily downhill until it was $250 million last 
year. Unless there are some new savings in the 
country, you are not going to get much more 
mortgage money than you have today from the 
commercial banks. 
LENDER FREESE: The interest rate is im- 
portant to the savings banks. I think the increase 
in the interest rate, and the increased earnings 
in savings banks would be important in helping 
the accretion of savings. In 1950 we showed an 
increase in assets of just under $1 billion, and 
we sold about $500 million in government’s, and 
added $1.5 billion in mortgages. In other words, 
the entire amount plus sales of government’s— 
two-thirds of it was from the added savings. 

We have had a rather dry period in savings, 
but I think that with better earnings, and in- 
creased rates (we are looking forward to pos- 
sibly somewhat better rates on savings, and it 
will attract more savings), we are turning the 
corner in the savings banks, as far as growth 
goes, 

I would say there would be mutual savings 
bank money available in the mortgage market. 
LENDER GALLMAN: In the savings and loan 
business, the increase in 1950 was without any 
change in the government portfolio at all. In 
fact, the government bond portfolio increased 
in 1950. Our lending for the last two years 
has been done from funds other than those de- 
rived from the sale of government's. 

LENDER VIESER: The figures that are given 
you don’t take in the biggest source of savings, 
and that is where your arithmetic doesn’t add 
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up. It doesn’t consider mortgages held by in- 
dividuals. 

ECONOMIST COLEAN: It is $2.3 billion by 
individuals out of a total of $16 billion, That 
was 1950. 

LENDER MORGAN: In the New England terri- 
tory, it runs about 20% by individuals. 
ECONOMIST COLEAN: In addition, there is a 
general category of “all other” types of mort- 
gagees—pension funds and all the rest of them, 
which is $2.3 billion. 

LENDER CONKLIN: That’s $5 
haven’t talked about here. 
ECONOMIST COLEAN: It is $5 billion out of 
a $16 billion total. 

LENDER WHIPPLE: It would run over 30%. 
LENDER VIESER: We are getting an estimate 


of what is available for mortgage financing, and 


billion we 


it will go into this form of financing only if two 
things happen: That the need for defense and 
the war isn’t greater than the need for housing; 
and secondly, that the rate will be attractive 
enough to induce those funds into mortgage 
loams as against any other form of investment. 
We are talking only about availability. 
LENDER MacDONALD: Anybody that thinks 
there is going to be a great deal of money 
available a few months from now must think 
that this combatting inflation battle that the Fed 
have put on is going to be called off by some 
higher authority. 

Personally, I think it is a long-range program. 
I think that we have got to face this thing on 
a basis of increased interest rates. 
BUILDER COOGAN: You are all talking about 
this 444% interest rates as bringing out the 
money. I am still under the firm impression 
there isn’t much money to come out even at 
15%. 
ECONOMIST COLEAN: Except by 
bonds. 
BUILDER COOGAN: How much money do you 
think it will make available? 
LENDER CONKLIN: Every day new bond is- 
sues are being floated and purchased at interest 
rates which are very realistic. We are going to 
make an intelligent decision as to the alterna- 
tive of putting money into the bond issues or 
into mortgages. 
BUILDER COOGAN: How much uncommitted 
money would you have for the balance of the 
year that might be attracted to mortgages at 
414%? Our problem is today. We are in trouble 
now. I think you fellows are trying to lead us 
to believe that 444% will bring out a rush of 
money. I don’t think there is a rush of money 
to come out. 


selling 


LENDER MEREDITH: If you mean for im- 
mediate delivery, I don’t think there is any ques- 
tion about that. If you mean for delivery later 
this year, or earlier next year, | personally be- 
lieve it will bring some out. 
BUILDER COOGAN: Later this year? 
LENDER CONKLIN: Very definitely. 
LENDER VIESER: You want money committed 
today for payment within six months from now. 
BUILDER COOGAN: That’s right; but the com- 
mitment today. 
LENDER VIESER: There will be plenty of 
money for that, in my opinion. 
CHAIRMAN PRENTICE: What do you mean 
by “plenty”? 
LENDER VIESER: Enough for 850,000 starts. 
CHAIRMAN PRENTICE: Are the building and 
loan people in the second half of this year going 
to be able to take up a substantial amount of 
the slack that the builders do not expect to be 
able to get through FHA-VA channels? 
LENDER BODFISH: In all candor, I doubt it, 
because we will have about the same funds avail- 
able to lend this year that we had last year. 
Let’s all get ourselves on a business basis in 
which the lenders are taking the risks, in which 
the builders are leaving more and more money 
in their deals, and get this whole thing out of 
the hands of government, That is the wholesome 
way. 
CHAIRMAN PRENTICE: Earl Smith is here 
in New York not with one hat in his hand but 
I guess with two hats in his hand. 
BUILDER SMITH: And not a damned thing in 
them up to this point. 





LENDER FREEZE: 


should be an accretion of savings. At the present 


The chances are that there 


time we have about 40% in mortgages and there is 


room on the up side. 


LENDER CONKLIN: To feel that you can avoid by 
some monetary means this swing up and down in 


building is wishful thinking. 


BUILDER COOGAN: We are being pushed up from 


the bottom, down from the top, and in from the sides. 


BUT FHA AND VA MONEY WON'T FLOW 


at today’s rates. All other rates are up and some lenders 


believe the world rate for money has begun an upward swing 


LENDER VAN ANDEN: You have got to make 
it attractive to the institutions to put their money 
in mortgage loans. 

LENDER CONKLIN: The market should deter- 
mine what the rates are going to be. They 
determine it for conventional loans. Why 


shouldn’t they determine it for the rest of the 
loans? There is something sacrosanct about 
4% or 4%%. The lenders cannot exact any 
more than the supply ard demand situation will 
allow. The supply of money goes where it can 
get the return. That’s all. , 
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ECONOMIST COLEAN: How much has the 
rate increased on conventional loans? 
LENDER CONKLIN: It is very material, at 
least %% and in some cases 1%. 

LENDER MURPHY: I disagree with that. 
There has been some tightening of interest 
rates in the savings and loan:business around 
the country, but not generally speaking. We 
don’t expect the temporary hardened interest 
rates to remain as we believe there will be a 
greater inflow of savings in the last six months 
of 1951. 

LENDER HALPERIN: What is your relative in- 
crease in bond yield? 

LENDER CONKLIN: The rates on new issues 
coming out today is up 42% from 6 months ago. 
South Carolina Electric & Gas was floating a new 
issue. That’s the bond that was sold in December 
at 2.95 yield, and they are now offering 3.60 to 
3.63 yield. 

There you have an increase in yield of 68 
basic peints, which is better than 42%. This 
is true throughout the bond picture. We can 
invest our money today at 42% better than we 
were able to invest it three, four, five months 
ago. 
Now, so long as that persists we have to 
get a better rate for VA’s and FHA’s or the 
money will just not go into those channels. 

The going rate in Canada before March for 

long-term mortgage money was 5%, and it has 
now gone up almost universally to 6%. 
ECONOMIST COLEAN: I must say, along that 
line, that the mortgage authorities in Canada 
have, by the same token, raised the rates on 
their insured loans and other Government pro- 
grams. 
LENDER CONKLIN: An increase in the interest 
rate overnight will not increase by any great 
percentage the savings. You cannot do so im- 
mediately. You won’t change the savings habits 
of the people today, or tomorrow, or next week; 
but in six months or nine months hence, it cer- 
tainly will be working in that direction and will 
tend to increase the volume of savings. 

At the present time, we have a substantial 
volume of savings coming in, and there will be a 
substantial volume of savings coming in every 
month during this year and next year, and that 
volume of savings will go into the competitive 
picture. It will not go into VA’s or FHA’s, so 
long as they are not competitive in price with 
the rest. 

LENDER CLARKE: What Earl Smith wants is 
a commitment to take, his permanent loans six 
months from now or eight months from now. 

If that is what he wants, it is my opinion that 
an increase in the VA interest rate now to 
444% would immediately produce for you those 
commitments. : 

What we are talking about is the stringency 


LENDER’ CLARKE: 
I think everyone in the 
investment field has 
been in agreement that 
in some way interest 
rates on GI and FHA 
loans should do some 
fluctuating with the 
market. 
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of money that exists today. In other words, 
if you had those loans all ready, and all 
wrapped up in pink ribbons, and ready for de- 
livery, you would have difficulty, at any rate, 
in getting the money. What you are after is 
something for six months from now and if you 
came up today with a really realistic rate, I 
think you could walk into Mil Vieser and get a 
commitment for a loan six, eight or nine months 
from now. 

LENDER HALPERIN: I have recently sold 
373 VA’s at 10034. I think there has been some 
improvement in the market. 

LENDER VIESER: I don’t think you builders 


should feel that there has been a complete with- 


drawal from the investment market 


; , We are 
making investments every week. In the past 
two months we have not purchased many VA 


loans. We have purchased quite a few FHA 
loans, 44%4 at par. The reason we haven’t made 
VA loans, and very few 444 FHA loans is that 
each week we are making an increasing number 
of 44% to 5% conventional loans. 

We are not setting the market. We are merely 
selecting each week that which comes up at 
4% or 5% in the market. So that unless you 
do go up, we cannot help you. But if you do 
go up, and come in with a million dollars of 
VA loans at 44, you would get those commit. 
ments. 


LENDERS’ PRESCRIPTION NO. 1: A free and 


competitive interest rate for VA and FHA mortgages 


LENDER CLARKE: What is the problem in re- 
lation to money? It seems to me that the great 
building industry is constantly subject to the 
supply and demand for money, over which it has 
no control. Something should be done to keep 
that great industry at least reasonably supplied 
with funds. 

The first problem that has to be overcome in 
connection with mortgage money is to get away 
from a completely fixed rate of interest, an in- 
terest rate which has been established by law by 
various individuals in the government, an in- 
terest rate which has no relationship to the sup- 
ply and demand for money. 

We have now had five years or six years since 
the end of the war, and in that period we are 
now in the process of seeing the second occasion 
when GI money was practically not to be had at 
4%. 

The Mortgage Bankers’ Association a year or 

two ago suggested having a fluctuating rate of in- 
terest on all government-insured mortgages, a 
rate which would fluctuate based upon some fun- 
damental such as the interest rate on long-term 
governments or AAA corporate bonds, 
ECONOMIST COLEAN: At this time, would an 
increase in rate on GI loans increase the supply 
of money for those loans? 
LENDER CLARKE: No, but I think from the 
point of view of the long-run good of the build- 
ing and mortgage loan business, we should have 
the rate at a point where people would be turn- 
ing their minds to mortgages and looking at them 
as an acceptable security rather than the case in 
many spots in the country today, where their 
minds are completely turned away from them 
because of the more adequate rates obtained 
through corporate securities and other types of 
investment. 


LENDER MORGAN: 
The market price is the 


only true price, 





LENDER MORGAN: An adequate supply of 
mortgage money should be treated from two 
points of view—one quantitative and the other 
qualitative. 

When we talk rate, we talk qualitatively and 

not quantitatively and some constant spread be. 
tween long government and mortgage money js 
essential in the whole business. 
LENDER CLARKE: Where the interest rate on 
government-insured mortgages is not competitive 
in the market, somebody will get the idea some 
of these fine days that the government ought to 
be doing all the mortgage lending in the country, 
because everybody else is frozen up. Having a 
fixed rate of interest might very readily lead us 
all into direct government lending. 

We have evidences of it now, with the $150 

million that the VA has for direct lending and 
FNMA isn’t actually too far away from the mat- 
ter of direct lending. The whole thing ought to 
be taken away from the government, and the 
only way you can do it, is by having an interest 
rate which is always acceptable in the money 
market. 
BUILDER MANILOW: Do you assume that the 
interest rates on these competitive securities that 
you were talking about, are going to continue up- 
ward or maintain their high rate and is that the 
reason for the anxiety on your part for changing 
the interest rate now? What would happen if, 
by reason of the changes, we were to go to 4 
lower interest rate instead of a higher interest 
rate? What would you think of your plan then 
with regard to dislocating our industry? 
LENDER CLARKE: I believe the rates should 
go down and go up. There isn’t the slightest 
reason in the world why there shouldn’t be 4 
314% rate, if that is the rate. 

The only thing that I am suggesting is some 


LENDER VIESER: 
If war needs are 
more necessary than 
housing, then you will 
not have enough mort 
gage money for 850,000 


Starts. 
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LENDER BODFISH: 1 
want to remind you that 
about 5/6 of the mort- 
gage money is loaned 
without government 
guarantees at customary 
rates which are not af- 
fected by the govern- 


ment bond rate. 


thing which I think is practical, that might pos- 
sibly succeed in getting through Congress. If the 
rate were tied to something which could be recog- 
nized by all people as reflecting the market, I 
think that the rate would remain steady until 
there had been a violent fluctuation, as there has 
been now. If Mr. Foley, for example, on the first 
of April, had known exactly what had happened, 
it would not have been left to his discretion at all. 
The rate would have been changed up auto- 
matically. 1 would just as soon have it changed 
down when it is required. 

BUILDER MEYERHOFF: Are you saying that 
if you adjust your interest rate today or tomorrow, 
you would have adequate money for all the fi- 
nancing now in the market? 

LENDER CLARKE: Not currently. 

BUILDER MEYERHOFF: Then, I don’t think 
it is a valid argument. 

LENDER CLARKE: It is for this reason: for 
the first time in a 10-yr. period or more, the 
monetary authorities in the government have now 
reached some degree of sanity; they have gone 
ahead gnd unpegged the price of government 
bonds and the price that the government is now 
paying for interest is beginning to reflect the sup- 
ply and demand for money. That is the way it 
should have been. There never should have been 
any occasion when the Federal Reserve Banks 
were pegging the price of bonds. When you get 
into the position of a free economy in government 
bonds, then I say we must run to a free economy 
in mortgages. 

BUILDER MANILOW: If the high rate on com- 
petitive securities were to continue and in a sense 
become fixed, then, obviously, the insured mort- 
gage rates on VA and FHA would become forced 
and under pressure have to change. Under those 
conditions, I wouldn’t think anybody would ob- 
ject. 

CHAIRMAN PRENTICE: Are you raising a 
question as to whether the important thing isn’t 
to be slow about making the change? 
BUILDER MANILOW: The important thing is 
the ability to ascertain whether it is just a slight 
flash in the pan, a temporary money change, 
corrective situation, or is it more inclined to be 
permanent? 

BUILDER COOGAN: I think that when the 
long-term trend in interest rates is established, 
you will find FHA moving with it. We butted our 
heads against the VA rates two years ago, trying 
to secure government-insured and guaranteed 
loans that would have the same interest rate. We 
ran into the term “vested right in the 4% interest 
rate.” The veterans claim Congress gave them 
that. The government later on used direct loans 
to veterans as a further substantiation of the 
fact. As the law stands now, if a veteran cannot 
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LENDER BAYER: 1 
don’t think we are near 
a life and death crisis 
at all, far from it. Our 


bank delivered about $3 





million of loans to lend- 
ers within the past two 


months, 





get money at 4%, he goes into the government 
office and says, “I cannot get it at 4:” They give 
it to him. 

CHAIRMAN PRENTICE: Is there anybody here 
who doesn’t think that is a hell of a note? Any- 
time a veteran wants an uneconomic loan, all he 
has to do is say, “If you don’t give it to me, I will 
go to the government.” 

BUILDER COOGAN: You are getting into a big 
subject there. They gave the GI education. They 
gave him a business loan. It was one of the 
grants by the government to the veterans. You 
have got to get back to the basic reason for GI 
loans. Congress granted a discretionary author- 
ity to the VA to raise the rate to 444%. 
ECONOMIST COLEAN: In the law it was recog- 
nized that that rate might move. 

BUILDER COOGAN: After giving discretionary 
power to the Veterans Administration, they went 
back and passed the blocking law that if they 
couldn’t get it at 4%, 
lend it to them. 
ECONOMIST COLEAN: To get back a little 
into history, it is generally understood that the 
reason the rate wasn’t raised was that the Federal 
Reserve Board itself persuaded the Treasury not 
to give its consent, after the Veterans Administra- 
tion was ready, simply because the Federal Re- 
serve Board felt that by keeping the rate low, 
they could cut down the business. 

CHAIRMAN PRENTICE: Beyond being op- 
posed to a change in the interest rate now, are 
you builders opposed to a flexible interest rate? 
BUILDER COOGAN: I have consistently ad- 
vocated you have to change interest rates, but 
you have to change them on the long-term swings, 
and I think it is difficult to tie them to any group 
of bonds. 


the government would 


I am opposed to a change at this time. 
BUILDER TAPER: I think there is some logic 
to adjustable interest rates, provided a suitable 
vehicle could be provided that would tie an ad- 
justable interest rate to the interest rate paid on 
Treasury bonds. I think the difficulties are al- 
most insurmountable, because I think it is po- 
litical. I don’t think that any administration would 
dare raise the interest rates on millions of GI’s 
and expect to get any votes. 

CHAIRMAN PRENTICE: I think the builders 
have agreed that we are all reasonably free en- 
terprisers here, and within safeguards, we are 
not in favor of a permanently fixed or a rigid and 
immutable interest rate. What we are really talk- 
ing about is a question of when and how. 

BUILDER COOGAN: I am very much opposed 
to a fluctuating interest rate. I think you would 
immediately have large institutions playing the 
cycle; that is, when the interest rate was low 
they would go into other types of investments, 
which would force up the interest rates .on the 





LENDER VAN AN- 
DEN: You have got to 
make it attractive to 
the institutions to put 


their money in mort- 


gage loans. 


governments, and we would have a tightness of 
money. 

They would wait for the interest rates to be 
high, and then they would buy. It would defeat 
its own purpose. Under the present system of 
premiums and discounts we are able to take care 
of the minor fluctuations that occur in the mort- 
gage market. 

I think one of the things that is lost sight of 
in all these discussions of the VA and FHA 
mortgages is the effect of the FHA insurance and 
VA guarantee. Lenders are always talking about 
rates of interest, but they are talking in terms of 
conventional loans rather than the government’s 
insurance and guarantee of the loans. They come 
under a special classification. I don’t think they 
have ever had a chance for true evaluation be- 
cause we have had a constantly increasing supply 
of those loans. Nobody has ever had to reach for 
one. Some of the New York State savings banks 
and some of the insurance companies did reach 
pretty high for some of the loans in their im- 
mediate area and created a false sense of values 
in some of the high premiums they paid; but I 
don’t think the big insurance companies did at all. 

The insurance or guarantee has not been evalu- 

ated. I think under Regulation X and this money 
stringency, as the housing is cut back and there 
are fewer FHA and VA loans available, we will 
find a true value to the investment institutions 
in the way they buy them. 
LENDER MARCUS: There are two questions 
the builders bring up: 1) Is this a short-range 
proposition, or a long-range proposition, and 2) 
would a raise in the rate immediately cure the 
situation? I think I can answer both of these. 

All through the depression years, the per- 
centage of saved funds, whether in insurance 
companies, banks, or savings and loan associa- 
tions, that went into mortgage investment was 
very small. In 1945, the savings and loan asso- 
ciations had 72% of their assets in mortgages; 
today, they have 96% of their assets in mort- 
gages. The insurance companies had 17% in 
1945, and today they have 30%. The commercial 
banks had 15%; they have almost 35% today. 

Based on those ratios which are approaching 
the limits of prudent lending we must conclude 
that this is a long-term change. The answer to 
the other question is, no, the increase in the 
interest rate will not immediately bring out a 
large amount of dollars seeking mortgage invest- 
ment because these dollars are already em- 

ployed, but it will bring out some,-and it will 
cure a situation that should have been cured 
a long while ago. 

LENDER MEREDITH: You want to get money 
out, so take your restraints off interest rates. 
Give the market a chance to move freely. We 
are talking here about the free enterprise sys- 
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tem, and we are all giving it lip service. What 
is the harm of putting the FHA rates up to 
4% or 454? What is the harm in letting the Gl 
rates go to 444%? What is the harm of you 
builders getting back of that? We appreciate 
the politics of the thing, but if that is the remedy 
within the confines of our system, why don’t we 
say so? 

BUILDER COOGAN: There is a great strin- 
gency of money; money is not available, no 
matter what the interest rate. At the present 
time you could not bring any great new sources 
of money into the mortgage field. Isn’t that an 
established fact? 

LENDER MEREDITH: No. 

CHAIRMAN PRENTICE: Consolidated Edison 
got its money. They raised their bid and they 
got it. There is some money somewhere. 





LENDER GALLMAN: In the savings and loan busi- 
ness, the increase in 1950 was without any change in 
the government portfolio at all. Our lending for the 
past two years has been done from funds other than 
those derived from the sale of governments. 

LENDER MURPHY: Do you think anyone ever lost 
his home because he paid 5% instead of 442% as far 


as the monthly payment is concerned? Of course not! 


LENDER HALPERIN: Ask the bankers what 
additional yield today would bring out money? 
LENDER CONKLIN: %4%. 
CHAIRMAN PRENTICE: You think that 144% 
would produce a really substantial additional 
amount of mortgage money? 
LENDER CONKLIN: I think it would tend to 
produce an increased amount of mortgage 
money, yes, and the longer the period that you 
talk about, the greater the increase. In other 
words, today or tomorrow it cannot work won- 
ders, but it works in the right direction and 
over a period certainly will increase the supply. 
If you are going to have some tie-in with a 
government rate, even the spread between mort- 
gages and corporates shouldn’t be a fixed spread, 
because at one time there will be a free demand 
for mortgage money and very little for the other. 
Then the spread would tend to go against the 
mortgages. 
LENDER VIESER: I don’t look with favor on 
the pegging of interest rates to Moody’s AAA 
corporate bonds or to a long-time governments. 
In determining proper interest rates, we have 
historically added to the prime rate (the long- 
term government bond rate) three elements: 
an additional cost for hazard, an additional cost 
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of management and the cost for non-liquidity. 

I believe if we peg mortgage interest rates 
to government bond rates or to Moody’s, we are 
going to have more trouble in the future than 
we have now, because we cannot adjust the other 
three elements satisfactorily. 

I think it is just as unsound to peg the mort- 
gage interest rates to government’s and Moody’s 
as it is to peg the price of houses to the cost 
of houses; I think it is a suggestion that we 
should look into very carefully before we com- 
mit ourselves to such a policy. 

BUILDER MANILOW: Anything that would be 
sort of a current changing rate on mortgages 
just would not be workable. 

ECONOMIST COLEAN: Do you mean from 
month to month? 

BUILDER MANILOW: That is what he has in 
mind. 

CHAIRMAN PRENTICE: He was talking about 
four times a year. 

BUILDER MANILOW: He might as well make 
it every month, 

LENDER CONKLIN: Once a year would be my 
idea of the most that it would change. Sometimes 
it would go two or three years without changing 
measurably. 

LENDER MORGAN: ‘Suppose the mortgage in- 
terest rate change was tied to an eighth in the 
change in said interest rates; in other words, not 
time but amount. Suppose it were tied to an 
eighth, would there have been any harm in the 
last year, or even the last three years? That is 
the thing we would like to have you builders see. 
If you miss that, you miss one of the cardinal 
points, namely, that money is as flexible and as 
fluid as water. 

BUILDER MANILOW: Mr, Morgan, wouldn’t 
you have the Federal Reserve and Treasury de- 
termine that? 

LENDER MORGAN: Wouldn’t it be far better 
to have it attached to something that is fixed, 
that no one has the right to change voluntarily? 
For instance, the labor unions decided that they 
didn’t want anybody fixing their increase or de- 
crease in wages except the cost-of-living index 
as it is found to be true by the Bureau of Labor 
Statistics. Let’s use either Bill Clarke’s AAA 
corporates or government long-term 21/’s. 


BUILDER MANILOW: How would you treat 


Miss. 


" Wie saae A, Mate 
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LENDER NEEL: This situation in which mortgage 


money is difficult to get and home building is there. 


fore slowing down is a deliberately contrived situation 
which was brought about by the actions of the gov. 


ernment advisers who were working on it. 


your commitments then, your sales to people? 
LENDER MORGAN: Obviously when we com. 
mit it to you, we would commit on the market 
of that day. And that would hold. 
CHAIRMAN PRENTICE: I want to make sure 
I know what you mean. Would the rate be the 
rate at the day of committing? 

LENDER MORGAN: Surely. 

LENDER MARCUS: I am somewhat shocked 
that a crowd like this hasn’t got the fortitude to 
look the facts in the face and take the whole dose 
of the medicine, rather than to take it piecemeal. 
The only way to solve this thing is to solve it on 
the basis of sound economics. You have got to go 
to VA, and you have got to go to FHA, and 
give them the true facts, the economic facts, 
and tell them, “This has got to be done.” 

You can sell this to the American Legion, in 
my opinion. You can sell it to any 100% Amer- 
ican, if you will do the job right, and that is what 
we have got to do. No other program is going to 
solve this. It’s a long-term program if you define 
long-term as at least six months. 

We don’t ask for a 442% fixed rate. If you are 
going to have a ceiling, have it at a reasonable 
rate. Let the market find its own level below that 
ceiling, as it always has in the past. To me, itis 
the simplest solution. 


LENDERS’ PRESCRIPTION NO. 2: A central dis 


count bank to stabilize the mortgage market. But not all 


lenders agree and the builders prefer to leave FNMA alone 


LENDER CLARKE: After the war the building 
industry began to come of age. For the first time 
in the history of this country there was enough 
building going on to produce what I think the 
people of the country need. If you are going to 
take the assumption that you need a million 
houses a year—and I think that is not an un- 
reasonable assumption (the population of the 
U. S. by 1960 might be increased some 25 to 29 
million and I think that the building industry has 
to go along with the increase in growth)—then 
I think the mortgage end of the business is still 





completely operating on the history of the past 
when mortgages were not of the great importance 
that they are now. 

We need some completely brand new thinking. 
We need to have something in the form of 8 
central discount bank, something that would 
operate in the mortgage field and for the building 
industry which would be the equivalent of what 
now has been in existence since 1913 in the 
Federal Reserve System for the banking field. 
BUILDER MEYERHOFF: Is that necessarily 
tied up with FNMA? 
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CLARKE: My own reaction is that I 
oe constantly of anything that the Gov- 
ernment has anything to do with. 

BUILDER MEYERHOFF: They have plenty to 
do with the Federal Reserve Bank System. 
LENDER CLARKE: Let’s assume, as a matter of 
illustration, that it was required by law that cer- 
tain types of institutions belong to or own stock 
in XYZ corporation (that XYZ corporation might 
easily be FNMA) and the governors of that par- 
ticular bank or organization were appointed by 
industry, by the insurance companies, by builders 
and by the Government. It could in times of short- 
ages of funds, if you had satisfactory rates of in- 
terest, sell debentures to the public, which is 
what the original Federal Mortgage Association 
was supposed to do, and did do. It could in turn 
act as a support for the market. It could act in 
reverse of that as a pool from which mortgages 
could be sold in other times to life insurance 
companies, savings banks. It could sell them out 
at times when they had to have money. 
BUILDER TAPER: Don’t you already have 
that in the Federal Home Loan Bank System and 
the Federal Reserve System, without starting an- 
other one? 

LENDER CLARKE: Not for a life insurance 
company. 

LENDER MARCUS: You can’t rediscount any 
mortgages at the Federal Reserve. You could 
possibly borrow at the Federal Reserve against 
mortgage collateral but you can’t rediscount 
mortgages at the Federal. 

LENDER CLARKE: You might, by that process, 
get access to additional funds—pension funds, 
etc., which are not today any factor in the mort- 
gage market. I don’t believe they ever will be 
until you can make the matter of purchase of 
mortgage securities somewhat easier. 
ECONOMIST COLEAN: How can you be as- 
sured that at all times you as a builder would 
have money with which to build unless you are 


going to be able to convert your mortgages into 
currency ? 

LENDER CLARKE: Well, it may be that that 
should be a part of it, 

ECONOMIST COLEAN: That is inflationary, 
just like pouring the mortgages into the bank 
system the same way you have been pouring 
bonds into the banking system. 

LENDER MARCUS: I think Mr. Clarke has a 
fundamental thought there that we should give a 
great deal of study to. If you want to enlarge on 
that large subject and carry this thing through 
to a solution of the entire problem, I offer you 
this: that the FHA and the VA be consolidated 
under one group, that that group be organized like 
the Federal Reserve System, that you have a 
board of governors, career men, three from the 
building industry, three from the banking in- 
dustry (including the insurance companies and 
savings and loans) and three from the govern- 
ment, and that the rate be not determined by the 
builders nor by the lenders, nor by the Govern- 
ment, but by the aggregate responsibility of the 
three. I think you then have your solution. 
LENDER CLARKE: That makes sense. 
CHAIRMAN PRENTICE: This is really a major 
Proposition. 

LENDER MORGAN: Without in any way at- 
tempting to argue, what organization except that 
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organization which has the right practically to 
print money can, in the long run, be the reservoir? 
BUILDER COOGAN: Nobody, 
LENDER MORGAN: Is that a fair question? 
ECONOMIST COLEAN: That is the one I was 
trying to ask. 
BUILDER COOGAN: It is a function of gov- 
ernment, pure and simple. 
LENDER MORGAN: In FNMA’s right to go to 
Congress and get additional lending from the 
Treasury, it, in effect, has the right to print 
money. 
LENDER NEEL: If FNMA today wanted to get 
another $1 billion from Congress. I would be 
willing to bet it couldn’t get it. 
LENDER MORGAN: What bothers me a little 
bit about this whole secondary mortgage market 
is whether or not we can under our form of 
government set up any group that has the right 
in effect to print money. I would hope that we 
could with some government strings attached. 
Perhaps the sugestion that Bill Marcus has made 
may be the answer. Certainly the Federal Re- 
serve Bank, pretty nearly has the right to print 
money, in effect. 
LENDER CONKLIN: They do essentially, and 
that is what they have been doing. They just call 
it in a different term. They create deposits and 
it is exactly the same as printing paper money. 
BUILDER COOGAN: I think when the funds be- 
come so short that our national economy is in 
danger we go into inflationary tactics which are 
inevitable in a democracy, but I think that that 
is part of the plan. I don’t think you can assure 
yourself automatically, particularly in any private 
enterprise economy, of a perfect supply of money. 
For one thing, when you talk about private 
FNMAs, the minute private enterprise gets into 
a business, it is going to want to run it for profit, 
and a profitable position for any mortgage bank 
like FNMA is a sold out condition, when they 
have their debentures out and they have their 
portfolio filled and they have a little interest 
differential. That is a profitable operation. 
LENDER MORGAN: It does seem to me, on the 
other hand, that there is some happy meeting 
ground between that and what we have at the 
moment. This mortgage industry should not have 
to be the prince and pauper business that it is. 
LENDER BAYER: Regarding this question of 
special facilities for the builder and mortgage 
lender, a corporation or a FNMA in private hands, 
why do we pick the mortgage market as against 
the automobile industry, or the soy bean industry, 
or personal loans, or any other phase of the 
lending field? They are all competitive. They 
all meet conditions as they occur. Certainly the 
mortgage industry is well supported by huge in- 
stitutions whose principal function is to invest in 
mortgages. 
LENDER VIESER: The short-term position here 
is the same as any merchant who buys more 
goods than he can sell promptly. Macy’s have 
one way of disposing of their problem. They 
have been running sales and reducing their high 
inventory. We have taken another method. We 
have not loaned quite as much money in the past 
two months, and we are cutting our commitments, 
I don’t think we should spend too much time on 
the short-term position. I think our problem is a 
long-term problem, if we have a problem. 


LENDER CLARKE: It seems to me it is a long- 
term program. We are having and have had in 
the building business within the short period of 
five years, since the end of the war, two separate 
individual money panics. If it had not been for 
FNMA coming into the market in 1947, there 
would have been no mortgage money at that par- 
ticular time. Now we are back again into the same 
status. There ought to be worked out some kind 
of a long-term basis which would come close, in 
any event, to obviating these situations. 

LENDER MORGAN: In any industry where 
there is the swing from prince to pauper, from 
something under 100,000 units a year to 1,400,000 
a year, there has got to be a buffer somewhere 





LENDER AUSTIN: I think that it would be much 
better if both sides could get together and put the 


cards on the table and ask for a selling rate higher 


than the one today. 


along the line; there has got to be a secondary 
market for periods of transition; there has got 
to be, either in government itself or in a quasi- 
government instrumentality such as you suggest 
—a temporary reservoir. 

LENDER CONKLIN: Merely because the Fed- 
eral Reserve Board was established and put the 
Federal Reserve System into operation for 16 
years prior to 1929, didn’t guarantee us at all 
that we were not going to have a terrific crisis, 
the worst in our history. Those are physical facts. 

What the Federal Reserve System can do and 
what the other systems can do is, if you get into 
those terrible conditions they can ameliorate 
them somewhat. 

You have real faith when you centralize your 
control not only of banking credit as we have 
but also now of mortgage credit, so you have 
everything funneled up to one decision. That 
decision is: what are we going to have ahead? 
Is it going to be deflation and should we take 
inflationary measures, or is it going to be inflation 
and should we take deflationary measures? Every 
time you have had some one person or group 
make that decision, the history of that type of 
action has been all bad, almost. 

LENDER GALLMAN: I think that if you ever 
set up a central board, regardless of the sources 
from which the board came, you are just in- 
dulging in a day dream if you think that board 
won't eventually be politically controlled. You 
had that in the Federal Reserve for a while. You 
have had it in the FHA. You have an unrealistic 
rate in GI loans and you would simply get back 
to another centralized control based on political 
desires rather than on economic soundness. 

ECONOMIST COLEAN: I don’t think the argu- 
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ment is convincing that you need additional in- 
stitutions. After all, the reason federal national 
mortgage associations were provided for in the 
first FHA Act was the argument that there was 
not enough mortgage money anywhere and you 
had a need to create a new type of institution 
that would get back to the savings of the coun- 
try to trap the funds and divert them directly 
into the mortgage field. 

The reason that the mortgage associations 
were not formed immediately was due to the 
‘fact that savings were pretty short at the time 
FHA was set up, and the government had to set 
up the original FNMA with RFC funds. But 
very soon after that time, its need disappeared. 
The insurance companies were back, savings 
and loans were back in a big way, and the com- 
mercial banks were back in a way they never 
had been before. By that time, when private 
people were ready to come in and set up a 
FNMA of their own, the government said, 
“There obviously is no demand for it.” It 
couldn’t make a living. The one association 
which they had set up and which RFC did of 
course find profitable was all that there was 
need for. 


I am not convinced that once this situation, 
which, as Sam Neel says, was brought about 
deliberately has passed over, the existing insti- 
tutions might not again have enough savings to 
divert into this field. To put it another way, I 
am not convinced that a new type of institution 
could create savings, that it would draw them 
in preference to the insurance companies, or the 
savings and loans, or the mutual banks. 
LENDER CONKLIN: If you sell debentures in 
the market, that merely creates another demand 
for investment funds. We have so many places 
for our funds right now and we don’t have any 
funds available. 

So I think the need for an additional institu- 
tion is at least a questionable one. 

LENDER GALLMAN: If the economy is going 
to expand so that some time in the future you 
need 1.5 million houses a year, it is a reasonable 
assumption that your institutions or insurance 
companies, savings and loans, savings banks, 
are also going to attract more savings to keep 
up with that growth, I don’t think the one is 
going to be static while the other grows. They 
will go along together. 

LENDER HELD: Isn’t it quite evident from 
the experience with FNMA that the need for 
mortgage money was more of a regional need 
than it was an overall need? For instance, 





LENDER WHIPPLE: A lot of money was invested 


in goverment bonds with the intention of it being a 


temporary sort of investment. 
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FNMA took very little in the entire northeastern 
area of the U, S. In certain other spots it took 
a considerable amount of mortgage money. 
LENDER VIESER: If our national income con- 
tinues up around 250 billion, it would seem we 
will have sufficient mortgage money for the 850,- 
000 units, but if our national income falls down 
and the formation of savings drops substantially, 
how is a discount bank going to help that situa- 
tion? 

LENDER CLARKE: It wouldn’t help it a bit. 
LENDER MORGAN: Aren’t we a little off the 
track in assuming that a secondary market is a 
permanent market? Bill Clarke and I are both 
talking about a secondary market being an in- 
terim holder, a temporary expedient, a tempor- 
ary resting place. It would be for the time when, 
for instance, insurance companies and banks 
think that the rate has not changed enough, or 
when the demand for money is unusually large 
in California and Texas and Florida temporarily 
because there is a building surge there, or when 
the savings banks of New York and Massachu- 
setts and New England generally are not in the 
market? In other words, we are talking about 
a secondary market that eases the steady flow 
of the business over a long period of years? 
Yes, right now, a secondary market will not be 
able to go out and get any money and throw 
any additional money into the pool, but in the 
long run, a secondary pool is one of the de- 
vices by which the prince-to-pauper situation 
may be eased. 

BUILDER COOGAN: Isn’t FNMA fulfilling 
that? 

LENDER MORGAN: Do you want a govern- 
ment agency to do it—an agency that was over- 
pricing its paper so that these fellows in the 
mortgage banking business had to sustain a loss 
in cutting their service fee? 

BUILDER COOGAN: That is water over the 
dam. They have remedied that practice. They 
have begun, actually and actively, to liquidate 
their portfolio. 

LENDER MORGAN: They were very late. You 
and I know they arrived at their price on 501’s 
at 10014 by tossing the hat up and seeing which 
way it came down. 

BUILDER COOGAN: I disagree with you on 
that. They arrived at a price at 10014 because 
if they offered seasoned mortgages at par, the 
mortgagees around the country would not be 
able to sell unseasoned mortgages at par. 
LENDER MORGAN: Wasn’t that the time to 
offer them, when as a matter of fact the business 
was fullblown? 

BUILDER COOGAN: That was when RFC had 
it. It has been taken away from RFC and is 
functioning differently. 

LENDER MORGAN: It is just in a different 
government agency. 

BUILDER COOGAN: It is in a government 
agency and they are trying to revolve its fund, 
and it has revolved before. I say at one time 
they had only $100 million in mortgages left 
in FNMA and they could have sold that, but 
the man who was president at that time said he 
would still keep a few mortgages so he could 
call his agency a mortgage bank. I think it is 
doing an excellent job the way it is now con- 
stituted if they don’t keep changing the regula- 


tions. I think they prostituted FNMA during 
the period of the GI program about two Years 
ago when they started giving those open-ended 
commitments and they really let it run hog wild, 
They have corrected that. It is now in Working 
shape. It is only the government that is going 
to be able to dig up the money to buy the mort. 
gages because when you get in a tight Spot, any 
private agency you create is going to rup » 
cover. They are not going to be buying. They 
won't be there. 

LENDER MORGAN: We have not limited our 
discussion to solely a private agency but a semj. 
private agency, and there is a big difference. 
The Federal Reserve System is of that nature, 
ECONOMIST COLEAN: Don’t forget another 
bit of the history of FNMA. When FNMA Was 
under Jesse Jones’ regime before the war. it 
operated in just about the way you are describ. 
ing here. It sold out at the right time. It got 
out of the market just as things began to loosen 
up. The thing that got FNMA in wrong was 
getting into the market when there was no need 
for it to be in the market, which was after the 
war, when it should not have been used to in. 
crease inflation that was already under way. 
I don’t believe that HHFA could have liquidated 
it much more rapidly than it did after it got 
hold of it. 

BUILDER MEYERHOFF: Certainly there is no 
disagreement on the part of any builder that | 
have ever heard of not wanting any additional 
financing aids that he can get in order to insure 
production of houses and insure our ability to 
sell them to buyers, so that if you or anyone 
else would want to propose setting up a dis 
count bank or a discount agency or some agency 
which could perform that function, I would be 
all for it 100%. I would do everything I could 


LENDER LEES: At 
this high level of na- 
tional income, we have 
got a lot more savings 


to play with. 


to help see it established, but at the same time 
I would not want to see that sort of agency e& 
tablished at the expense of destroying or in any 
way detrimentally affecting the agencies which 
we have and which we have had experience with. 
That is why I would be opposed to any such 
suggestion as made by Bill Marcus. Certainly 
leave FHA and VA alone, We know the prob 
lems we have with them, but at least we know 
the good points about them. If you want @ 
create a new institution, create one, but leave 
the old ones alone until you have a much better 
proven instrument. 

Leave FNMA alone. If you have an idea @ 
form a discount bank, I am for it 100%. I thin 
that is what we need, but you ought to creale 
it in such a way as to leave our present instr 
tutions alone. 
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BUILDERS’ PRESCRIPTION: Adjust FHA and VA 


loans to the market by tinkering with price, not interest rate. 


But the bankers balk at the discounts-premium proposal 


BUILDER MANILOW: Tom Coogan had oug: 
gested that this may be a temporary situation, 
that it may right itself two or three or four 
months hence, and that the methed of remedy 
would be to let the mortgage, like the govern- 
ment bond, find its mark. If a big demand is 
existent for the lesser number of mortgages 
available, then you will be bidding par and par 
plus. If, on the other hand, the money is not 
plentiful and mortgages are in greater supply, 
then they will be bid on a discount basis and 
may go down to 94, 96, 97, whichever the case 
may be, I think they would then be bought on 
a quantitative and qualitative selective basis. 
BUILDER MEYERHOFF: I think it goes a 
little deeper than that, basically, when we realize 
that, practically, you can’t get the VA or FHA 
to raise interest rates tomorrow or next day to 
take care of the immediate situation. They are 
not going to increase it until such time as they 
are firmly convinced of the definite trend toward 
an increased higher rate. This plan of Coogan’s 
will take care of the intermediate period in the 
next few months. If you gentlemen are correct 
in your conviction that we will have definitely 
higher interest rates in the future and if that is 
shown up by conclusive evidence, the FHA and 
VA will unquestionably raise those rates. Until 
that time comes, this device that Tom suggested 
is a good one. 

BUILDER COOGAN: It also provides for a 
regional variation in the price of the mortgage. 
CHAIRMAN PRENTICE: For my money, that 
is a highly practical suggestion for getting some 
flexibility quickly into the interest rate. The 
builders are agreed that they don’t want to be 
on a permanent premium basis, If for a reason- 
able period of time they sold for 96 or 97, in- 
stead of having them go on indefinitely selling 
at a discount they would rather have the interest 
rates adjusted, but they don’t want to bite off 
the interest rate adjustment, as such, at this 
time. Secondly, even if they did want to, they 
don’t think that the politics of the situation 
would make it possible. 

LENDER MARCUS: I think it is begging the 
issue. 

CHAIRMAN PRENTICE: I don’t like shenani- 
gans but I think there are times when we have 
to adjust ourselves to some shenanigans. 
BUILDER COOGAN: The discount will auto- 
matically adjust itself to the prevailing market 
as it goes along on a week-to-week basis. It will 
also adjust regionally. Up in Vermont and 
Massachusetts, you wouldn’t have to discount 
VA loans in order to market them, but in Texas 
and California and in Oklahoma they would 
probably take the maximum discount. In places 
down around Washington and North Carolina, 
they would take a modest discount, The FHA 
and VA have refused any regional variation in 
interest rate. If they make a change, it is uni- 
form all over the country, That is unrealistic, 
but it is their policy. 
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BUILDER MANILOW: Is it a temporary change in 


rates—a slight flash in the pan—or is it inclined to 


be permanent, 


LENDER MEREDITH: As an officer of a lend- 
ing institution, I do not like that and I am sure 
that all the men around that table wouldn't 
blame the lending institutions for not liking it. 
I think it would be bad public relations for 
word to get out that they were buying these loans 
at a 5% discount or something of that kind, if 
you are going to charge it back to the borrower. 
ECONOMIST COLEAN: You charge the inter- 
est rate to the borrower. 
LENDER MEREDITH: That is perfectly okay. 
He understands it. 
BUILDER COOGAN: I think we can do it 
easier this way. If Mr. Murphy is right and ] 
am right and money is going to be easier next 
fall, the discount would disappear. If we are 
wrong, if you fellows are right, that this is a 
long-term trend and by October we are still dis- 
counting VA’s at 97, it is a sure indication that 
they need a change in the interest rate, and I 
don’t think we would have any trouble getting 
that then. 
LENDER MORGAN: Tom, isn’t it fair to say 
that this problem resolves itself on this one 
point: Is it politically better to do the job the 
way you are doing it or is it better to face the 
issue in the open? In other words is the decep- 
tion that goes with doing it your way and the 
veteran learning of that deception has been bet- 
ter than the solution which I agree with you 
is politically difficult? 
BUILDER COOGAN: I think the discount basis 
will be the prologue to the interest change that 
Bob Morgan and you fellows all want, If it is 
justified, you will get it. 
LENDER VIESER: We don’t look with favor on 
purchasing mortgages at a 5% discount for two 
reasons: You have no idea of the screwy letters 
we receive from policy holders about VA loans, 
and on all types of investments. They say that 
if they are that bad that they must sell at 95, 
why should we buy them? 

But there is a more practical reason why | 
don’t like them. The 5% is a profit that goes 
into a capital profit account during the current 


year that is offset by some bond losses and some 


bond profits, from real estate and mortgage 
profits and losses. At the end of the year, a 
capital profit and loss goes into our account. 

A life insurance company is not interested 
in capital profits; it is interested only in long- 
term income. So I take the profit or loss, and 
for the next 20 years, I keep a lower rate than 
I should. From a practical accounting stand- 
point, it just doesn’t add up to an attractive in- 
vestment. 

BUILDER TAPER: I think Tom Coogan has 
come up with a sound suggestion, and an im- 
mediate suggestion whereby you could give the 
commitments today for delivery six, eight, ten, 
or twelve months from now, and protect yourself 
against this condition that we heard so much 
about, that interest rates are going to rise. 
LENDER MacDONALD: There is one other ob- 
jection to Tom Coogan’s plan, and that is that 
the attitude the bank examiners are going to 
take on VA loans bought at 95. 

I cannot talk for the life insurance examiners, 
but after 20 years’ experience with the commer- 
cial, or the Federal Reserve examiners, and the 
state examiners, any loan that was purchased 
below par, every year of the life of that loan 
on the books, it would be written up in the ex- 
amination, because you would never be able to 
tell them that it was a good investment. The 
minute it sells below par, it is a substandard 
asset in their eyes. 

BUILDER COOGAN: It is just establishing a 
new procedure. You are not afraid to buy bonds 
that are selling at a discount, and I think it is 
just because you have been in this habit. It 
seems to me your bonds are under more inspec- 
tion when you pay a premium for them. The 
bank examiner would question you as to why 
you paid 102, or 103 for these loans. 

LENDER MacDONALD: That is not the way it 
works. I know of specific cases where bank 
examiners have learned about a 99 market for 
VA loans, and they have gone in and tried to 
write down that VA loan, which may have been 
purchased at par or better, to 99. Now, I think 
that is entirely unjustified, but I am just point- 
ing it out as a thing that examiners do. 
LENDER CONKLIN: There may be a good deal 
of difference of opinion as to whether a dis- 
count basis is as attractive as a straight 442%. 
It certainly is a lot better than nothing at all. 
LENDER MEREDITH: Do you have any reason 
to believe that the discount idea will be more 
palatable to the authorities than a higher inter- 
est rate? 

BUILDER COOGAN: I know it will. The thing 
I am suggesting, gentlemen, is being used today; 
50% or 70% of all your VA mortgages being 
sold are being sold on a discount basis. 


BUILDER VEYER- 
HOFF: The demand 
for housing is almost 
universally tied to op- 
timism and full employ- 
ment, and you cannot 


get away from it. 
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LENDER AUSTIN: Some investors have re- 
ceived legal opinions from their various coun- 
sels that they cannot purchase VA mortgages 
at a discount, That can be done by getting this 
permission; that is quite true. But in getting 
this permission, and going out into a discount 
market, and passing a part or all of the charges 
on to the veteran, you will see a great deal of 
resistance come out on the part of the veteran 
onee he realized that. That may have some 
political repercussions. 

I just think that it would be much better if 
both sides could get together and put the cards 
right on the table and ask for a selling rate 
higher than the one today. 


LENDER MARCUS: 
The statement made 
that mortgages could 
be made more attrac- 
tive without changing 
the rate is, I think, de- 
batable. 





BUILDER COOGAN: If VA’s continue to sell 
at 97, 974% and 98, and FHA’s sell at 99, or at 
par, it will be an indication that we need an 
adjustment in the interest rate. 

BUILDER MEYERHOFF: This provision that 
the builder can pay no more than 1% for placing 
a VA mortgage ought to be amended. 
LENDER MORGAN: You are violating a per- 
fectly good fundamental concept in economics 
with respect to the demand and supply for 
money. It does not make any difference what 
the rate is, providing the price is right, and 
what the price is, providing the rate is right. 
BUILDER COOGAN: If we put VA’s up to 
444%, what would you be paying for 44% GI’s 
up in New England? You would be paying 105 
for them, wouldn’t you? 

LENDER MORGAN: No. 

BUILDER COOGAN: Sure you would. 
BUILDER COOGAN: The thing is too uneven 
around the country. For instance, the worst 
market is California, If they could be on a dis- 
count basis, the northeast could still be buying 


GI loans at par, and they could discount the 
ones in California. 


LENDER MARCUS: Who pays for the dis- 
count? 

BUILDER COOGAN: The consumer. Who pays 
for everything? Who pays the added interest? 
LENDER CLARKE: May I add one or two ob- 
servations in connection with that? 

Let us assume a $10,000 mortgage which you 
are going to have to sell—we will have a tough 
one for an example—at 95, That means that the 
builder is going to have to add $500 to his 
price to sell that particular mortgage and still 
keep his profit. 

I think the builder and the general public 
and everybody else are a sight better off if they 
do not have to pay anything for his mortgage; 
if he buys it at par and lets the interest rate 
carry it over a long period of years. Otherwise, 
you are just adding $500 to the price of the 
house, and the price of housing is high enough. 
BUILDER COOGAN: If you add 12% interest, 


you do the same thing. 
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LENDER CLARKE: Your way you have to get 
it all at one time. 

BUILDER MEYERHOFF: I think the only ex- 
cuse for the discount method is that it is a tem- 


“porary, transitory situation that might clear it- 


self up in the next month or two, and that’s the 
only basis for doing it. 

LENDER CLARKE: There is a psychological 
thing you overlooked in connection with dis- 
counts. Always in the mortgage business, any 
mortgage that has been offered to us at a discount 
we have always looked at a bit askance—‘What’s 
wrong with a mortgage being offered at a dis- 
count?” 

Of course you can become accustomed to any- 

thing. It seems to me that for the good of the 
building industry, the financing institutions and 
the general public it would be better if mortgages 
were constantly traded at par. 
BUILDER COOGAN: I think that is an impos- 
sible situation. If we can get the permission to 
discount them we can prove our point and get 
our interest rate raised, because if VA mortgages 
continue to sell at 97 or 9744, and the market 
does not improve, you show conclusive proof to 
the Administrator, to the Treasury, and every- 
body else that you have a good case. 

But if you just let them go along and won’t 
make the loans, you are fostering the direct lend- 
ing program; but if you continue to take the loans 
but take them at a discount you prove the in- 
adequacies of the rate and you have a chance 
yourself to demonstrate why it should be cor- 
rected. You make a better case for yourself. 
CHAIRMAN PRENTICE: My understanding is 
when you sell a 444% bond or a 444% mortgage 
at 95 you have in fact raised the interest rate. 
We have torn a lot of hair out this afternoon, 
but what it all amounts to is Tom Coogan has said 
he is opposed to raising the interest rate by raising 
the interest rate, but he thinks it might be a 
good idea to raise the interest rate by increasing 
the discount. 

Tom Coogan’s suggestion seems to me the only 
politically feasible way of permitting some change 
in the interest rate. 

LENDER NEEL: You have a precedent for that, 
Mr. Prentice, because under the VA rules a fellow 
who makes a loan to a builder is entitled to 
charge him a maximum of 21% points. That maxi- 





LENDER CONKLIN: The assumption that you can 
look into the future nine months or 15 months, 
especially in the field of real estate, and find any 


unanimity of opinion by anybody is just a false 


premise. 


LENDER MARCUS: How sick do the builders want 


the patient to get before they give any medicine. 


mum was varied downward if the VA thinks it 
isn’t needed in that area. 

CHAIRMAN PRENTICE: My recollection js 
once upon a time when they set the Federal Re. 
serve up they had some such idea, 

BUILDER COOGAN: They have Varying rates 
yet. 

CHAIRMAN PRENTICE: If the price dropped 
to 95 quickly, I think that would be more than the 
equivalent of what has happened to the govern. 
ment rate. 


BUILDER COOGAN: That would give them q 
414, yield. 

LENDER NEEL: What is it you are asking the 
VA to do? Are you asking them to authorize the 
permanent lender to make a charge against the 
builder which he is now not permitted to make; 
is that it? 

BUILDER MEYERHOFF: That’s right, He js 
not permitted to pay more than 1% at this time, 
BUILDER MANILOW: If the VA once allowed 
it, if they did allow it, they would have to recog. 
nize it as part of cost, 

LENDER NEEL: But they would also say the 
charge could not be passed along to the veteran, 
BUILDER COOGAN: In areas where it ig not 
necessary they would; in others they wouldn't, 


BUILDER TAPER: In southern California 


LENDER CLARKE: 
I am fearful constantly 
of anything that the 
government has any- 


thing to do with. 





there has always been a larger allowance for & 
nancing than in northern California. The 
FHA also realized the builders had to pay a little 
more to get money, and that was recognized ij 
their figures. 

ECONOMIST COLEAN: Whatever you do i 
creases the cost of the veterans. 

LENDER NEEL: But this does it directly. 
ECONOMIST COLEAN: It may force the build 
er to reduce his own profit. 

LENDER NEEL: Let’s ask Mr. Smith if ie 
thinks it will solve his problem. 

BUILDER SMITH: To some degree. I do net 
know enough to say. It would give us some Money, 
We would have to try it to know. 

BUILDER COOGAN: It would solve it in so fa 
as money was available; it would not make 
more money available. 

BUILDER SMITH: It would give us a litile 
better position in the national spread. 
LENDER MORGAN: Politically, your program 
is a lot easier, Is it really sound to add $500 t 
the cost of the house, though? 

BUILDER SMITH: I believe market conditions 
would govern that. We would have to absorb 
some of that. 

LENDER CONKLIN: And that’s a good thing 
BUILDER SMITH: We would be willing ® 
do that. 

BUILDER COOGAN: You could swap some 


treasuries for GI loans! 
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SENIOR HIGH SCHOOL, Oak Ridge: one of several public buildings equipped throughout with Venetians 
made with LEVOLOR enclosed heads and bottom bars. Skidmore, Owings & Merrill, Architects. 





DESIGN FOR TODAY 


vent 


Oak Ridge Buildings 
are equipped with 


The Venetians of Today 
made with LEVOLOR Products 











IN VENETIANS MEASURING 86” WIDE AND 106” Lona, the fine adjustment given by LEVOLOR 
precision-built hardware is an essential part of an ultra-modern light-control system. 


Part of the precise and careful planning of the Oak Ridge community 
project is the equipping of main public buildings—and private units, as 
well—with custom-built Venetians made with LEVOLOR parts. 


Include Venetians built to LEVOLOR specifications in your careful plan- 
ning, and you'll be sure of the finest! 


OF, tr 
oe — 8 oF 


= 7 oP" Gueremieed by = 
Send for your free copy of the LEVOLOR Architects 


Manual for Venetian Blinds (AIA 35-P-3) . . . 16 pages 
giving you all the factual and visual assistance you need 
for any installation. 





H Levolor Lorentzen, Inc., 391 West Broadway, N. Y. 12, N. Y. | : 
ee are features that set LEVOLOR- ; 
aon Venetians apart; smart, enclosed head 
dust houses finest precision-built hardware; f ff? of 14 
— le, Springy plastic-coated metal slats; e A, COCtIL 4 
whe ends disappear in the sleek bottom d LEVOLOR-belt Venetians are 
ar. All are chip-, mar- and stain-resistant. Trode Mork ry Sg pre. 
Gee ee a tilt-cords even, T ae 
, e /OLOR patented tilter . , 2 v/ 4 bee } 
mechanism. Dmefircven Droduch fer Lenelians 
See our catalog i Sweet's ; "Sle 
$A, nd Guin Smee Archiletural File, SIRNRE 1951 L:vOLOR LommerEDY, mc. Mineo ARI 
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SECURITY 


MODEL SFA AUTOMATIC GAS-FIRED 


HI-LO COMBINATION 














For Closet Installations 
Eliminates Duplicate 
Stock . .. Completely 
Factory-Assembled 
in One Package! 








For Basement tnstallations 


NOW... the 


TWO-IN-ONE Furnace 








Yes, sir . . . TWO-IN-ONE because only standard 
Security SFA Furnaces need be kept in stock. Fac- 
tory-assembled and wired to serve in closet-type 
or usual basement-type installations. Return air 
duct connector for basement application is shipped 
knocked down . . . can be attached to the back or 


to either side in a matter of minutes. 


All controls are located in one compartment. 
Quick, accurate adjustments . . . easy replacements 
are expedited without disturbing other wiring. Built- 


in filter racks can be placed at installer’s option. 


Built of top-quality materials throughout. Com- 
plete information, specifications, prices and discounts 
available. Write today ! 


SECURITY MANUFACTURING CO. 


1630 Oakland Ave. 






Kansas City 3, Mo. 











BEHIND THE BLUEPRINTS 





a 


Biographical sketches of the young men who designed the buil 
presented elsewhere in this issue, together with 
people who helped build them. 


igi dings 
brief mention Of other 


Architect WILLIAM SUTHERLAND BECKETT was born in Kansas City 39 
years ago, graduated from Yale with a prize-winning thesis in 1943 
During the war he was liaison engineer for Douglas Aircraft. later 
worked for Southern California architects Sumner Spaulding and 
John Rex, and engineer C. Gordon de Swarte. In 1949, Beckett opened 
his own Los Angeles office, now houses it in a sleek. airy building of 
his own design (p. 138), landscaped by Van Herricks. 


THOMAS E. MOORE jis a Yale architect and ex-Air Corps officer in 
Grand Junction, Colo., who left his native Denver to practice architec. 
ture on the rugged western slope of the Rockies. Formerly a partner 
of Smith, Hegner & Moore and now in business under the name “Tom 
Moore,” he designs houses, does regional planning, transformed , 
condemned school into Grand Junction’s modern City Hall (p. 14]), 
Chief designer for this project was Robert A. Van Deusen, who spor 
degrees in both architecture and mechanical engineering, now works 
in Boulder, Colo. Jane Silverstein did the landscaping, and the city. 
rather than a general contractor, was responsible for construction. 
Thomas I. Moore, the city manager, supervised the job. 


\ product of Beaux Arts and Harvard, Architect ROBERT WO000s 
KENNEDY doubles in brass, teaching and practicing his profession in 
Cambridge. He is assistant professor of architecture at MIT, also has 
his own office from which he designs multi-family housing (public and 
private), stores and small homes. He planned the Summer Festival 
Theater for Newport, R. I. (p. 142) with the following groups: 
Charles A. Maguire and Associates, engineering; Bolt, Beranek and 
Newman, acoustics; Fred N. Severud, structure; Jean Rosenthal. 
theatrical production. 


Both natives of Atlanta, Architects JAMES HARRISON FINCH (35) and 
MILLER DAVIS BARNES (41) are also graduates of Georgia Tech and 
former employees of Burge and Stevens, the firm they left to found 
their own in 1949. Barnes had his own private practice from 1934 to 
1939. Finch is also a Princeton alumnus, a winner of the Princeton 
Prize, and a former Marine Infantry Officer. The Mondrianesque 
apartments they designed for an abandoned tennis court (p. 144) att 
next door to their own office quarters. Contractor for the apartments 
was Griffin Construction of Atlanta. 


> 


HERMANN H. FIELD studied architecture at Harvard (°34) and the Swiss 
Federal Polytechnic Institute (°36), toured Europe in the mid-Thirtie 
studying housing. Back in the U. S. during the Forties, he directed 
research and planning for Antonin Raymond. In November, 1947, he 
joined Cleveland College, downtown adult education center of Westem 
Reserve University, as director of planning for its new building (P 
146). Prior to his disappearance on a trip to Central Europe in 1949. 
he had developed the basic concept of the structure. DENNIS E. BLAIR 
was educated at Detroit's Lawrence Institute of Technology and # 
Taliesin. In April, 1949, he joined Garfield, Harris, Robinson and 
Schafer as a designer on the Cleveland College project, and after 
Field’s disappearance. developed the present plans for the building ) 


(Continued on page 116) 
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INSIDE CORNER 


es Offset tongue and groove is the preferred 
joint where flush treatment is desired. It pro- 
vides positive locking and hides attachment 





screws. 


OUTSIDE CORNER 


For a clean corner with no corner blocks or 
molding, this tongue and mitre is usually 
used. It needs glue-clamping pressure from 
one direction only. 

















HOW TO SPECIFY CORNER DETAILS 

















"ee @ fe sett se f+ 
PEs r Y 
G HARDWOOD CORNER 
~ SS 7 An alternate method of treating inside cor- 
@| / ners. The piece should be hardwood match- 
# ing face panels. Dimensions of piece should 
(is be kept in mind, such as 7%” or 1%”. Dotted 
ee) lines indicate slight projection often used. 


HARDWOOD CORNER 


Outside corner handled in same 
manner as inside corner (above). 











IN ARCHITECTURAL GRADE WELDWOOD" PLYWOOD 


Shown above is a typical section of the new Weldwood 
Plywood manual, “Construction Details and Specifica- 


tions for Architectural Grade Weldwood.” 


Packed with useful information on architectural 
grades of plywood, this new reference manual pictures 
and describes types of veneer cuts, characteristics and 
availability of 36 important decorative hardwoods. It 
also contains detailed information on making joints, 
corners, curved panels, various types of room-paneling 


arrangements, and other useful data. 


The details shown reflect standard procedures as 
used by cabinet shops and woodworking firms in pro- 


ducing fine installations. 


This new manual deals with 34” architectural panels 








exis «= WELDWOOD Plywood 


Manufactured and distributed by 


UNITED STATES PLYWOOD CORPORATION New York 18, N.Y. 
ond U.S.-MENGEL PLYWOODS, INC., Louisville 1, Ky. 


Branches in Principal Cities * Distributing Units in Chief Trading Areas * Dealers Everywhere 


and supplements the installation data on the 4” grades, 
available in the new booklet, “Building Better with 


Weldwood Plywood.” 


{ 
Write for your copy of either or both of these books. 
If you need special information, call upon our Archi- 


tects Service Department. 


eT en 6 eee a eee eee 7 


UNITED STATES PLYWOOD CORPORATION scons 
55 West 44th Street, New York 18, N. Y. 


Please send free copy of: ( ) new 32-page handbook, 
“Construction Details and Specifications Architectural 
Grade Weldwood Plywood Panels.” ( ) “Building 
Better with Weldwood Plywood.” 

Name 

PE clad ais ccegidliastasssiiterscantechtcnmaci. ; 

FALE NTE IR TT Se aE 

City and State.................... 
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Here is the large size 
No. 45 Win-Dor Snugger. 
the automatic top-closer 
that reaches out and 
pulls sash shut. 


Medium-sized Snugger 
does the same job on 
light sash and is the 
choice of thousands of 
architects for cupboard 
and closet door closing. 


Small Snugger is now 
the nation-wide favorite 
among builders for the 
automatic closing of cab- 
inet doors. 


Snuggers have nation- 
wide distribution and are 
suggested for a standard 
specification item. 


Win-Dor Extension Hinges . . . designed espe- 

E cially for properly hanging outswung case- 
ments. They provide that necessary feature of 
space between the sash and the frame, when 
open, for cleaning the outside of the glass 
from the inside, 
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After more than 
forty years, this fa- 
mous name is still 
the specification 
standard... for one 
reason... Quality 
products. 


Win-Dor 

Casement 
Window Opera- 
tors for out- 
swung wood 
casement sash 
have no equal. 
They make any 
wood casement 
window the most 
convenient and 
modern window 
there is. There 
is merit in the 
exclusive Win- 
Dor design and 
construction with 
bronze worm 
and bushing. 
There is long 
wear, and there 
is always user 
satisfaction. 
Shown at left is 
typical plan of 
Series 26 in- 
stallation. See 
Sweet's for com- 
plete details and 
other types. 


THE CASEMENT HARDWARE COMPANY 


Dept. E, 406 North Wood Street, Chicago 22, Illinois 
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Former Frank Lloyd Wright apprentices PAOLO SOLERI ang MARK 
MILLS designed and built the spectacular glass-domed desert hous 
. ; se 
(p. 150) in Cave Creek, Ariz. Thirty-one year old Soleri Was born in 
Torino, Italy, where he studied architecture, spent one year with 
Wright and has now returned to Italy. Thirty year old Mark Mills 
hails from Jerome, Ariz., supplemented his architectural] engineerin 
degree from the | niversity of Colorado with four years under W right’s 
tutelage. 7 


ANTHONY JOSEPH CAPPUCCILLI, SEAN O'HARE, WILLIAM PATRICK and 
CELESTYN WISNIEWSKI are the four Taliesin alumni who designed, built 
and financed the concrete block “Midglen House” (p, 153) in Reg. 
wood City, Calif. Cappuccilli and Wisniewski are graduates of Syra. 
cuse University, have had several years of wartime military service, 
Patrick is a Pennsylvanian, and a Fine Arts graduate of the University 
of Pittsburgh. O'Hare is Dublin-born, with an architectural degree 
from his own fair land. He is now in Ireland, reports glumly “the 
[rish are about 1,000 years behind in understanding the architecture 
we believe in.” Dr, Jaroslav J. Polivka was consulting engineer to 
the foursome on the “Midglen House.” 


Architects RALPH S. TWITCHELL and PAUL RUDOLPH have given Florida's 
west coast many a top-notch tropical house design. Twitchell’s degrees 
in Arts, Architecture and Structural Engineering bear the insignia of 
Rollins College, McGill and Columbia Universities. Rudolph, the 
young member of the firm, is a product of Alabama Polytech and 
Harvard, became Twitchell’s partner because “he was the one drafts. 
man who tied cobwebs to clouds and insistently searched . . . to mate- 
rialize the impossible.” An ex-Naval officer, Rudolph used the plastic 
material with which the Navy mothballs its fleet to build the tent-like 
“Cocoon House” (p. 156). Associated Builders. Ine. was general 
contractor, 


H. DOUGLAS BYLES and EUGENE WESTON Ill are loyal southern Cali- 
fornians, born in the same sunny area where they now practice. Byles 
is 28, a Marine Corps veteran, and holder of an architectural degree 
from the University of Southern California. Weston is 26, an Army 
veteran, and alumnus of both the Art Center School in Los Angeles 
and his father’s architectural office. Byles and Weston both worked 
for Whitney Smith and Wayne Williams before opening their own 
Pasadena office. They designed a successful group of contemporary 
houses in Tujunga, Calif. for Merchant Builder Victor Sease (p. 160). 


Thirty-one year old ex-Marine Corps Major VINCENT J. SCULLY, JR. 
was born in New Haven, Conn., and fittingly enough, won all his de- 
grees from Yale, starting with a B.A, in 1940 and culminating in 4 
Ph.D in Art History in 1949. An architectural historian and critic, 
Scully teaches both undergraduate and professional students at Yale, 
does extensive research and writing, is disproving the maxim about 
teachers and doers by designing several houses this year. One of these, 
a single-room structure wrapped around a central core, was built for 
himself and his family (p. 162). Albert H. Riese, Jr. collaborated with 
Scully and an inventive young New Haven builder, Anthony Concelme, 
did the actual construction. 


(Continued on page 124) 
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POSSIBILITIES IN PRODUCT 


IN DEVELOPING 


PLANT CREATED BY INCENTIVE-INSPIRED CO-ACTION 


NEW LINCOLN 


© LE Co. 1951 
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Fig. 2. Simpler Detail Speeds Erection. Clip 
angle is shop welded to column for bolting 
beam in the field. Outside cover plates are then 
field welded to top and bottom flanges and the 
top plate to column in flat position with 
Lincoln "'Fleetweld 5” electrodes. Bottom plate 
is shop welded. 

WELDED DESIGN SAVES 25% 
ON WEIGHT OF CONNECTIONS 
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Studies in Structural Arc Welding free on request. Designers and engineers write on your letterhead to Dept. 352, 


THE LINCOLN ELECTRIC COMPANY 


CLEVELAND 1, OHIO 
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R. K. OVERSTREET, the 27 year old designer of the lakefront lodge ne 

Jackson, Miss. (p. 171) was born in that southern city, now vel 
there with his father’s architectural firm, N. W. Overstreet and Pr. 
ciates. Young Overstreet studied architecture at Tulane Universit 

served as a naval officer in World War II, spent one postwar S 
apprenticed to Bruce Goff. He returned to Jackson in 1949. designed 
the weekend lodge, which was built by Tillman Sessums, a year later 


SUZANNE and JULIAN UNDERWOOD are the young husband-and-wife 
team who designed a modern shingled house on stilts for themselves 
near Cape Cod (p. 172). Both are Harvard-trained architects ang 
alumni of Carl Koch’s office. Together they have done several houses 
and remodeling jobs. Separately, Julian Underwood works for archi. 
tects Tallman, La Brode & Rounseville in New Bedford, Mass, Cop. 
tractor for their house was Philip S. Manchester Sons (Ernest Map. 
chester ). 


CLINTON MOCHON and H. CONRAD KROLL were youthful (27 and % 
respectively), colleagues on the faculty of the University of Texas 
School of Architecture until Mochon transferred to the University of 
Virginia. Mochon earned his Master of Architecture at Rensselaer 
Polytechnic Institute, also studied at the Cranbrook Academy. Kroll 
was trained at the University of Texas. The vacation house (p., 175) 
they designed for a 5 acre wooded site near Austin, Tex., was a joint, 
extra-curricular venture. The house was built by A. W. Bryant and 


M. Z. Collins of Austin. 


Army veteran ULRICH J. FRAZEN is a scholarship graduate of Harvard's 
School of Design. The 30 year old architect has worked in several 
well-known Boston offices, including Hugh Stubbins, Jr., and Ander- 
son and Beckwith, now has projects of his own under way in widely 
scattered areas of Maine, California and New York. The split-level 
hilltop house in Williamstown, Mass. (p. 176) was designed by Franzen 
and built by Albert Cummings, contractor in town. 


Chicago-born, 36-year-old EDWARD LARRABEE BARNES taught English 
and Fine Arts at the Milton Academy before switching back to a 
earlier interest, architecture. Forsaking the schoolroom, Barnes earned 
an architectural degree and a travelling fellowship from Harvard it 
1941, served in the USNR in World War II, went to work for indus 
trial designer Henry Dreyfuss in 1946. Since 1948, Barnes has had 
his own New York office. The suburban house for the New York 
Herald Tribune’s Editor-In-Chief (p. 180) was the first job Barnes 
completed under his own name. E. W. Howell Company of New York 
built the house, and Benjamin Spivak engineered the complicated 
heating system. 


(Continued on page 132) 
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Johns-Manville Universal Movable Walls use no critical defense materials. 
Attractive—durable—economical—they give you offices when and where they do the most good. 
vard’s . ; ; 
wera @ Today, more than ever before, business and indus- Johns-Manville Movable Walls may be used as 
nder- try are faced with problems of expansion and change. ceiling-high or free-standing partitions. The complete 
‘idely With J-M Universal Movable Walls re-allocation of — wall, including doors, glazing and hardware, is in- 
-level existing space can be done easily and quickly. In new stalled by Johns-Manville’s own construction crews 
anzen space, partitions can be erected in a matter of days. and under the supervision of trained J-M engineers. 
Universal Walls are made of Asbestos and require TRANSITONE Movable Walls—A recent and unique devel- 
no hard-to-get materials in their fabrication or erec- opment of the Johns-Manville laboratories is the Transitone 
tion. They offer complete freedom in the planning of Movable Wall, with asbestos panels integrally colored. Non- 
construction in these days of shortages. fading pigments are blended into the asbestos fibres, thus 
eliminate the cost of periodic decorative treatment. The color 
The flush panels have a clean, smooth surface goes all the way through each panel. 
lich that’s hard to mar, easy to maintain, and will with- . . . 
gis he . a , ' , : ; . 
0 an stand shock and abuse. They re light, ‘aay to erect For details about J-M Movable Walls, consult your Sweet's 
ail and relocate. The “dry wall” method of erection Architectural File, or write Johns-Manville, Box 158, Dept. 
rd in assures little or no interruption to regular routine. MB, New York 16, N. Y. 
ndus- 
had ij 
a or: M ill | 
4 \j\ Johns: Vianvi 
io INSTALLED NATIONALLY BY JOHNS-MANVILLE 
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THESE HOMES HAVE 
AN IMPORTANT SALES FEATURE! 


Builder L. C. Binford and 
Architect John Dukehart 
vsed Dura-Seal in this 
274 apartment project in > 
Portland, Oregon. 


eeesesedt 











Frank J. Schantz, New York 
builder, used Dura-seal 
in his 100 home project. 


Fair Eims Homes, Inc., 
Chicagoland builders, 
used Dura-seal in all the 
windows of their 700 
home project. 


Here's a favorite visual 

sales feature with thousands of builders and 

architects throughout the country . . . Dura-seal Combination 

Metal Weatherstrip and Sash Balance! Duta-seal provides complete 

weather protection that saves fuel and prevents the infiltration of 

dust, dirt and soot. It assures smooth, easy window operation and 

window beauty. It eliminates paint-stuck windows, old-style pulleys, 

cords, weights and box frames. And with Dura-seal, plank frames are 
used, thereby permitting the use of narrow mullions and trim. 

All this ... in one unit .. . at a cost no more than weatherstripping 

combined with any other type of sash balances! 


Builders! Ask your lumber dealer out | 


Sweet's File, Builds 


Look Into This 
All-in-One Unit! 


Manufactured by Zegers, Incorporated 
8092 South Chicago Ave., Chicago 17, Ill. 

















BEHIND THE BLUEPRINTS: 


—— 


JOHN CARL WARNECKE js the second generation bearing that nas 
practice architecture in the famous Bay Region. A graduate of & 
ford (41) and Harvard (42), he was field supervisor for $25,000, 
worth of wartime housing for Richmond, California, While associ 
with Chester Miller and his father, Carl Warnecke, 
years, young Warnecke has been welding a group of individual; 
young architects into a coherent design group. This new firm, » 
completely on its own, carries out the majority of the new co 
sions, has recently opened new offices in San Francisco in additie 
its Oakland quarters with the older firm. On its drawing boards at 
moment are several million dollars worth of modern building, 
Mira Vista School (p. 185). landscaped by Eckbo, Royston & Will 
is a first-rate example of its work. Contractor was INDEMCo. 


HUGH MOORE, JR. js the 30 year old designer of Vikon Tile Corp.'s 


offices and showroom (p. 190). Moore's diversified background 


cludes a degree in architecture from Yale, another in civil enginee 
from Pennsylvania State College. plus a wartime stint with the & 
Engineers, designing military structures. Moore practices archites 
in Easton, Pa., under the name of Moore. Tydeman, Associated 
tects, designs residential, industrial. as well as commercial strug 
with equal ease. 


Partners since 1945, KENNETH GIBBONS and WILLIAM H. HEID 


met while both were members of the same New York firm. Gili 


received his professional training at Yale, Heidtmann at MIT, 
bens worked for several architects in Massachusetts and New 
before striking out on his own. Heidtmann has been a contra 
construction superintendent, was project manager for the desig 
construction of a big aircraft plant in World War IL. The clean 
faced building for the Children’s Aid Society (p. 192) is a 

design, executed by Irons and Reynolds. New York contractors, 


Australian-born BRUCE E. HEISER has an international backgrow 


study and travel, encompassing Europe. the South Seas and his 


land. Heiser studied architecture and construction at several { 
fornia colleges, supplemented it with coaching by practicing at 
and engineers. During a wartime assignment in the Naval Con 
tion Battalion (Seabees), he worked with famed Bruce Goff. 
1950, Heiser has practiced architecture from his own San Fra 
office. The farm machinery showroom (p. 195), built by Ba 
Hilp, was designed by Heiser while in partnership with another 
architect, features a striking mural by Don Clever. 


HARRY WEESE (36) is both a registered architect and engineet 


ticing in the Chicago area, close to his birthplace. An ex-Navy 
he worked for Skidmore, Owings & Merrill before and after 
War II. opened his own independent architectural office in 18 
established it in 1947. He is an inveterate prize winner and rest 
has won grants for study in city planning. housing. prefabricati 


low cost furniture design. One of a variety of building types te . 


from Weese’ office is the PTA office building (p. 196). 
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“A great opportunity is yours. The occasion confronts 
you. The future is in your hands — will you accept the 


responsibility or will you evade it? 


THE MAGAZINE OF BUILDING 


“That is the only vital question I have to put to you. . . 


“Do you intend, or do you not intend, do you wish, 


or do you not wish, to become Architects to whose care 
an unfolding democracy may entrust the interpretation 


of its material wants, its psychic aspirations?” 


Thus, 51 years ago this month, Louis H. Sullivan exhorted 


THE YOUNG MAN IN ARCHITECTURE 


In this special issue, in their own work and in their own words, 
the architects of a new generation make their answer. That 
answer reveals how deeply they have taken to heart the lessons 
taught by Sullivan and by those who followed him—Wright, 
Mies van der Rohe, Le Corbusier, Gropius and the other pioneers 


of the new architecture. 


But it also reveals a vastly stirring movement forward, a brave 
unwillingness to rest on progress already made, a ferment ex- 
pressing itself in a dozen different trends. What could be more 
fitting for an “unfolding Democracy?” What could be more 


promising for its future? 








YOUNG ARCHITECT'S OFFICE is elegantly spacious design lab 


WILLIAM S. BECKETT: “There was a Boys’ Club called ‘Jill’s and 


Born 1921. Yale School of Architecture, 1943. 
Worked for Douglas Aircraft, Spaulding & Rex and 
C. Gordon de Swarte. Recently elected member of 
Los Angeles Art Commission. 


Jack’s’ in Beverly Hills, and their building 
was for sale. We tore out most of the par- 
titions, opened up large parts of the ex- 
terior walls, and were left with a high 
box big enough to accommodate our office 
and drafting needs. 

“This large space we divided very lightly 
with a few screens and levels—but without 


losing the sense of wide spaciousness. 
There is a reception room where visitors 
can wait without feeling either boxed in 
or embarrassed because they think they 
might be intruding. The drafting room 


is a big. high, simple volume relieved by 
& ~ ii ; 





a sliding glass wall that leads into 4 
garden patio. All files, sample cases, 5 
fications, supplies, working drawings: 
so on are stored in the two long cabi 
placed back to back. All details ind 
room are kept plain, simple and 
tered—a deliberate attempt to eneg 
neatness and efficiency. 

“I don’t have an office of my own, 
time is spent in the drafting room ¢ 
the open mezzanine, where we de 
and design jobs before they are relegs 
to the drafting room for working ¢ 
ings. However, a place was needed4 
conferences with clients and private % 
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Photo: Julius Shulman 
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phone conversations; hence the conference 
room. It looks out onto the patio too, 
through a floor-to-ceiling glass wall. 

“The building has radiant heating and 
a forced air ventilator system equipped to 
receive air cooling as well. Our total build- 
ing cost was 81 cents per cu. ft., which 
includes all the equipment, an enormous 
amount of built-in cabinet work and all 
the furniture that we designed ourselves. 
The metal stairway, for example, cost only 
$185 — complete, including labor — which 
is less than the cost of a conventional 
wooden stairway (my secretary did, how- 


ever, polish the hand rails herself) .” 
























CITY HALL is an old school with its top lopped off, its long skirt concealed by a terrace 





THOMAS E. MOORE born 1908. Yale 1930. Partner 
in Smith, Hegner & Moore 1946-1950. Now prac- 
ticing on his own. ROBERT A. VAN DEUSEN 
born 1920. University of Michigan 1943, Harvard 
1948. Designer for Tom Moore on this job. Now 
working in Boulder, Colo. 


MOORE & VAN DEUSEN: “4 compara- 
tively new city, Grand Junction, Colo., is 
not overwhelmed with tradition—its life 
is in the future, and its new city hall was 
to be expressive of a forward-looking city. 

“The site was occupied by a two-story 
school, long since condemned and aban- 
doned. Though the structure was unsafe 
for second floor classes, the foundations 
and walls were substantial and so it was 
decided, in the interest of economy, to re- 
model the old building. The roof and 
second floor walls were removed and the 
sagging floors reinforced. The new roof was 
pitched for drainage and the first floor 
was leveled by covering both with vermi- 
culite slabs, from 2” to 5” thick. 

“Landscaping with terraces, planting 
boxes, etc., raised the grade and reduced 
the apparent height of the building. Mov- 
able vertical louvers, a fountain and the 
pool are indicative of two important facets 
of life here in Grand Junction: control of 
the sun and need for water. 

“The final cost was about $9.85 per sq. 
ft. ($110,000), exclusive of architect’s fees, 
@ saving of about $4.15 per sq. ft. under 
the cost of a new building.” 





Photos: Midwest Photo Service 
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HEXAGONAL THEATER wit! house new summer festival for the fabled old city of Newport, 


ROBERT W. KENNEDY: “Newport, R. I., has heretofore been famous 


Born 1911. Harvard School of Design, 1936. Now 
assistant professor, MIT School of Architecture, and 
practicing in Boston. 


architecturally for the Victorian exuber- 
ance of its great ecclectic mansions, and as 
a citadel of society. But now the city has 
caught a festive new idea. Like Aspen, 
Tanglewood, Jacobs Pillow and other new 
summer Meccas for relaxation plus cul- 
ture, Newport plans to have a summer 
Festival, marketing its unrivaled oceanside 
site to a new generation interested in see- 
ing talent performing more informally 
than usual, 


“In our plans for this Festival, architec- 


ture will enter the complex of entertain. 
ment not only to house the festivities but 
as part of the attraction. The Proposed 
site is Bellevue Avenue, which is lined 
with the monumental marble mansions of 
the mauve decade. Belcort, one of the 
famous old homes, will be bought and con, 
verted to house some of the Festival's acti- 
vities; the building’s rich flavor will be 
conserved carefully, for nostalgic appeal, 

“A number of buildings will have to be 
added; the principal one will be a theater 
to seat 1,200, shown in model form. The 


Photos: John Brook 
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audience will sit in a hexagonal seating 
arrangement under an acoustically perfect 
tent of slate pierced by a glass spire for 
lighting, for ventilation, and for the im- 
portant function of focusing attention on 
the Festival. The seating arrangement is 
on a continuous plane with the garden, 
with minimal visual interruption. The 


garden will be terraced, and so will the 


area under the roof (for good sight lines) ; 
the numerous entrances will fill the theater 


set of bents arched into a compression ring. 

“The fact that people will walk through 
a gloriously restored Belcort on the way to 
the theater posed quite a challenge for the 
design of the theater itself. The response 
to the design challenge will be in a differ- 
ent language, of course, but had also to be 
a tour de force. 

“It would be brutal to insert in the low- 
scaled skyline of Newport the conventional 
hulking, 100’ high stage house. Such a 


So we searched for a way of designing the 
best stage house technicians could ask for 

-but only 50’ high. The answer is to store 
props and other equipment to the sides 
of the stage, rather than above it. A series 
of monorails with motorized carriages will 
move the equipment on and off stage. This 
equipment is more expensive than the 
usual rigging, but acoustics are improved, 
fire hazards are reduced, and the overall 


building cost is lowered. The stage and 
stage house alone will be completely en- 
closed and heated.” 


monster could be seen from everywhere on 
the island and even from the mainland. 


quickly, and also allow easy egress during 





intermissions. Structure will be steel—a 

















ab 
a 
i 

: 

| 


“Tha. ta] 
ie - Pea eer 


1" 
1. 


— 


epee dietaenén uuiemiobantnieaed amenniien on aan cae ee 
eS 
2 
od 
é 


# 
B 


Le 






fe.) eRe ER 
Ce 
rf 


a 


>. 
on he 


THE 
$ igh 
ae 
ree | 
2: 
al . 


Nie 2 


— 
cy 
oat 

3 ty 

es, Se 
‘y 


e 
he ; 
Dis artes Fee Te 

od 


4 


Te 
"7 if 
2 mentee 
_ 
| 
Ps 
Cy 
y 

Fm} 

af 


tee 


| 
' 








TOT, 


GARDEN APARTMENTS 


yse bale 


Prensewene 
ransee 
* 


JAMES HARRISON FINCH (left) born 1913, 
Georgia Tech 1936, Princeton 1938. Designer for 
Hentz, Adler & Shutte 1938-41; Burge & Stevens 
1946-49. MILLER DAVIS BARNES (right) born 
1909. Georgia Tech 1932. Own practice 1934.39, 
Designer for Burge & Stevens 1939-49. Formed 
partnership with Finch in 1949. 


FINCH & BARNES: “Our problem was to 
design an 8-family apartment house on a 
small 98 x 127’ lot in Atlanta, Ga. with 
»ff-street parking for all tenants and to 
keep the contract cost to $50,000 (or, as 
it worked out, to $9 a sq. ft.) 


ae Sete 





“We used two slab-on-ground buildings 
of four apartments each. Separate except 
for the connecting balconies which pro- 
vide access to the second floor apartments, 
the two buildings form an L with one side 
oriented to the south and the other to the 
east. (The connecting covered walks serve 
as sun shields for the west side of one 
building.) 


ar 


“As we did not want to use brick above 
the large glass areas, we selected an as- 
bestos-cement board for our outside finish 
as both economical and adaptable. It was 
installed with an aluminum drip mold in 
the horizontal joints and aluminum T 
sections in the vertical joints. 

“The entire neighborhood exploded 
when we painted the panels in a series of 
bright colors to get an abstract pattern: 
earth red, yellow and two shades of green. 
We were threatened with lawsuits and vio- 
lence. 
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“Our client stood by us and the colors 
remained, with red doors thrown in; the 
colors certainly make these building dif- 
ferent. 

“The lowest bid was $55,000 and we had 
to cut $5,000 out of our plans. We elim- 
inated a mesh rail along the balconies and 
substituted a pipe rail. We cut out con- 
crete terraces for each ground floor apart- 
ment and a stair at the north end. For us 
the most serious elimination was a fence 
we had designed to screen the yards of the 
ground floor units. The substitution of 
a low hedge results in a serious lack of 
privacy. We still wince when we're asked 
why we opened the units to the street. 

“The units rent for $90 a month, includ- 
ing heat and water.” 














yse balconies to save interior space and reduce costs, use colors in place of expensive materials 















Photos: Alexandre Georges 
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“matches its higher skyline. 
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ent wasp-waist between Square and Mall (left). 
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Ye LEGE BUILDING designed for adult education, will add new beauty to an old civic center 


HERMANN H. FIELD, 41, Harvard '34; Swiss Fed- 
eral Polytechnic Institute '36; Antonin Raymond & 
Associates, '41-'46; joined Cleveland College as new 
building planner '47; vanished on trip to Central 
Europe '49. 

DENNIS E. BLAIR, 29, Lawrence Institute of Tech- 
nology '42; Taliesin "44; Howard T. Fisher & Assoc., 
’45-'47; Skidmore, Owings & Merrill, '47-'49; em- 
ployed by Garfield, Harris, Robinson & Schafer as 
Cleveland College designer ’49. 


' Glass-walled front facing Mall conforms to height of sur- 
| founding buildings. Top-floor gym is set back to preserve 
) this skyline, with bents carrying load of its high ceiling to 
¥ wall columns. Tower section overlooks Public Square, 


~ 


i stage of new project will tie into existing College build- 
M@ (above); second stage will take over original site, but 
Maintain a 34’ setback from the Square, opening up the pres- 


BLAIR: “Cleveland College needs a new 
type of building—a friendly, efficient de- 
partment store of learning where 17,000 
customers from 18 to 80 can find anything 
from an evening course in tailoring to a 
full program of undergraduate study. 


“In planning this project, we had three 
major problems: 1) defining basic re- 
quirements in a _ virtually unexplored 
building field, 2) winning public accept- 
ance of a contemporary structure in a 
classical setting which is dear to Cleve- 
landers, 3) devising a means of expanding 
a multi-story building by stages without 
interrupting operation of the college. 

The concept of the planning process and 
the leadership in executing it was that of 
Dean Herbert C. Hunsaker of Cleveland 
College. 


HUNSAKER: “A series of conferences and 
workshops, co-sponsored by the American 
Council on Education, the Association of 
Urban Universities, and Western Reserve 
University, were the backbone of the plan- 
ning. They brought architects and edu- 
cators from all over the country to the 
College to discuss its requirements. Since 
local architects, members of the College 
staff, students, alumni, trustees and repre- 
sentatives of civic groups participated, 
these meetings paved the way for approval 
of an advanced design by bolstering its 
logic with expert outside opinion. 

“The first conference;held in May, 1947, 
led to Hermann Field’s employment as a 
full-time planner working closely with 
both the architects and the College staff. 
Before his disappearance in Central 
Europe in 1949, Field had completed 
much of the research and formed the basic 
program of requirements for the project. 
At this point, the architects, Garfield, Har- 
ris, Robinson & Schafer, employed Dennis 
Blair to develop the solution shown here— 
the end product of a collaborative plan- 
ning program. One of the partners, Alex- 
ander C. Robinson III, has actively par- 
ticipated in the program since its incep- 
tion. 

BLAIR: “The site is at the hub of Cleve- 
land’s classic-styled civic center, between 
the Public Square and the spacious, tree- 
lined Mall. Because Clevelanders are 
proud of this formal center, we tried to 
maintain its scale and spirit by matching 
the existing skyline and facing north and 
south walls solidly with limestone. We 
may yet win approval of an all-glass north 
and south wall and placement of columns 
outside the spandrels to gain more interior 
space and a better expression of structure. 
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—— COLLEG 


I think most citizens have accepted our 
idea that if the new building is good archi- 
tecture in its own right, it will be a com- 
plement to the Mall regardless of the fact 
that it does not ‘match’ the existing struc- 
tures. Modular structure permits classes to 
continue through 3-stage growth. Final 
cost: $6,000,000. 

“Since the present College building oc- 
cupies the Public Square end of the site, 
the first stage of the new project will ex- 
tend north of it along the Mall, tying into 
the old structure without interrupting its 
operation. (The old College auditorium 
and an existing office building on the site 
will first be razed.) Later additions are 
merely an expansion of the stage I plan. 

Community and administrative facilities 
are on the ground floor; classrooms occupy 
the middle floors; faculty offices, library 
and recreation Space are on the top floors. 
Nine floors of escalators handle the bulk 
of traffic at peak periods between classes. 
They not only reduce operating costs, but 
may be installed by stages to suit the 
budget. 

“Demolition of the present building and 
extension of the new 9-story wing to the 
established set-back from tha Public 
Square will complete stage II and meet 
present space demands. We estimate that 
the final 14-story element fronting on the 
Square will be required about 1965. 
Shaded during the day by cantilevered 
balconies and blazing with light at night, 
the southern windows of this addition will 
advertise the College to the Square. 
Faculty offices will shift to upper floors, 
providing more classroom space on esca- 
lator-serviced lower floors. 

“Since there may be a lapse of several 
years between these stages, each must ap- 
pear complete in itself, yet permit eco- 
nomical expansion when the time is ripe. 
The combination of modular reinforced 
concrete construction and curtain walls 
with a grid expression satisfied this need. 
(Curtain walls on the west side of stage 
II can be salvaged to form the east wall of 
stage III.) Final west wall on the property 
line will be mostly glass block. 

“The requirement of construction by 
stages plus consideration of existing sky- 
lines produced a massing of the final struc- 
ture which may seem arbitrary. Stage III 
needs could be met by adding 8 more 
floors to Stage II. But this would require 
larger columns in Stage II, and if the 
final expansion did not take place, the 
added investment would be wasted. Stage 
II as presently planned eliminates this risk 
and preserves the Mall skyline.” 
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Double-glazed vertically pivoted 
windows in aluminum frames per- 
mit washing from the inside. Mul- 
lions on 5’ 2” centers accommodate 
4” concrete block partitions. 


on CO NS EE PEE ROE 











Windows have individual air con- 
ditioning units beneath to permit 
maximum flexibility of partitioning. 
(Use of fewer units would have 
saved money but sacrificed some 
flexibility.) Units are backed by 
insulation, concrete block and outer 
spandrel surface of '4” ribbed wire 
glass held in aluminum frame. 


Exposed concrete joists form ba i 
and troffers for a modular fig 
system of fluorescent tubes mountes 
on ceiling with diffusing glass . 
below. Flat plate construction 
floor-to-floor height at 11’ 7”, 











Coat and storage cabinets within 
depth of corridor columns help to 
insulate rooms from noise. Acous- 
tical strips will be used along the 
top of classroom walis and furred 
down soffits. 





Rendering of typical classroom shows how structural and 
technical elements provide flexibility for future expansion. 
Classrooms are of five sizes, ranging from 480 sq. ft. to 
1,125 sq. ft., have lengths not more than half again their 
widths to permit informal seating arrangements essential 
in classes for adults. 
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Typical floor plan, final stage, 
shows economical expansion of 
utility core, variety of classroom 
sizes required for adult courses. 
Added elevator in stage II! serves 
faculty offices on top floors; bulk 
of vertical traffic on nine lower 
floors is handied by escalators. 
Lounge overlooking Mall adds 
social appeal to adult education. 


Ground floor in stage | contains 
administrative offices and a large 
auditorium for college and com- 
munity functions, reaches final 
form in stage Il with addition of 
two large lecture halls, book- 
store, lounge, outside refiectin5 
Pool and enlarged public spaces. 
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DESERT HOUSE is roofed with a movable dome to shade it in summer, open it in winter 


PAOLO SOLERI born 1920. Architectural degree 
from Polytechnic of Torino, Italy. One year with 
Frank Lloyd Wright. MARK MILLS born 1921. 
BS (Arch. Engineering) University of Colorado. 
Four years with Frank Lloyd Wright. 


SOLERI & MILLS: “Our problem was a 
small dwelling to moderate the violence 
of the desert at Cave Creek, Ariz. Our 
solution was to create two spaces of op- 
posite character: 1) the main living space 
under a movable glass-domed roof, which 
reacts immediately to the desert’s extreme 
changes in temperature and 2) the sleep- 
ing space carved deeply into the hillside 
and enclosed in masonry walls, which re- 
acts slowly to temperature changes. Thus, 
a sympathetic space is always available. 
“The roof is made of two glass-domes 
which may be rotated inside one another. 
The half-dome on the outside track is 
aluminum painted. In winter solar heat 








can be had by turning or open 
: pening these 


dome sections. By sunset, the mason 
Z . ry 


rooms are warmed 
from the sun’s radiation and hold much 


of this warmth through the night. 

“In summer, coolness of the masonry 
walled portion is augmented by a water 
spray on the concrete slab roof. Around 
the glass dome, a copper water tube cools 
the air with a curtain spray. Beneath the 
oak stair treads connecting the two parts 


walls of the sleeping 


of the house, a concrete ramp is designed 
as an additional evaporative surface, W ater 
from the living room pool flows over the 
grooved surface of this ramp into a wall 
pool overflowing to exterior planting. Sum. 
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mer evenings are comfortable under the 
movable roof. 

“The movable roof is part of a spheroid 
because this form has inherent structural 
economies, Each half revolves on its own 
circular track so that the space may be 
completely closed or half opened. Four 
screened segments are added to one of 
the revolving half domes, permitting a 
screened opening. With a gear mechanism 
the roof could move automatically in rela- 
tion to the sun. 


“Trapezoidal planes of glass are set in 
mastic on the flanges of aluminum T-sec- 
tion, bent and welded to form the rib 
structure of the dome. Forces are resolved 
through vertical and horizontal rollers to 
the circular bar track set in masonry.” 


A specially designed arch-ladder mounted on the 
perimeter rim makes any part of the dome surface 
readily accessible. 


Julius Shulman 
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CELESTYN WISNIEWSKI! (30), WILLIAM AR- 
THUR PATRICK (31), ANTHONY CAPPUCCILLI 
(30) and SEAN O'HARE (31) were all apprenticed 
to Frank Lioyd Wright. 
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THE DESIGNERS: “We built this house to 
learn by doing. We believe that to design, 
the architect materials and 
methods, must be versed in the vocabulary 


must know 
as well as the grammar. By living on the 
site (near Redwood City, Calif.) as the 
building grew we were able to appreciate 
and solve the problems of design much 


more 


sensitively than on the drafting 


board. 

“The house is nested at the bottom of 
a ravine with a 34 slope. We welcomed 
the challenge of this difficult site. Out of 





it grew the cantilevered living area form- 
ing the carport below. This, in turn, gave 
us easy circulation: entry through the bot- 
tom of the house up a stair to the very 
center gives direct access to the living area, 
the kitchen area or the bedroom wing. 
“It is a house of contrasts: rough tex- 
tured gray cement block walls contrast 
with finely finished warm redwood. The 
boldness of the masonry contrasts with the 
lightness of the cantilevered section and 
the thin The smoothly 
waxed floors contrast with the roughness 


roof members. 
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of the ceiling (wood-fiber-cement insulat- 
ing boards). 

“The 6,000-odd concrete blocks used 
were designed and manufactured on thc 
site. Special blocks were cast with amber 
glass perforations to provide decorative 
lights throughout the building. Others 
were glazed ceramically for the bathroom. 
Still others were made for use as fire and 
hearth blocks. 

“The frame is steel-reinforced for resis- 
tance to earthquake shock. A typical ex- 
terior wall is made up of two blocks about 
3Y,” thick by I’ sq. placed back to back 
with 11%,” air space between them for in- 


sulation. The walls were laid up dry; a 

















groove cast around each block, and the 
joints grouted. The module is 3’ x 3. 

“Floors are of polished concrete, colored 
integrally. Radiant heating pipes are cast 
in the floor slab. Furniture is almost all 
built-in as part of the design. 

“We worked with areas rather than 
rooms. The living and kitchen areas are 
separated only by a change of level and 
by the 12’ mass of the fireplace. The bath- 
room door is the only inside door in the 
house. 

“Because of the open plan, it was, of 
course, important to avoid a sanitary white 
laboratory look in the kitchen. We used 
satin-black plastic surfaces with dropped- 








in stainless steel fixtures, 
kitchen function is built inio the desi 
from range, grill and oven through dish. 
washer and even to flour and SUgar Sifters 
“The kitchen is a bright area, idl ey 
light through skylights and a cleresto - 
There are nine of these skylights through 
the house, covered with a clear annealed 
plate glass which gives a soft high light 
and an unobstructed view into the pe 





rounding lush foliage. 

“The house was literally built around 
a tree. It enters the main living area (seo 
photo, r.) and is visible from almost every 
part of the house. The entry stairs curye 
around this tree in a glassed-in well” 





Photos: Morley Raer 
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view of living room looking east is at right. Below is pic- 
ture of interior garden court which forms entrance to 
nouse from lower level. 





KITCHEN 


= 
Perri FEET 
SS res 


: 10 is 





a ee St 


Cet 





jalousie 


Photos: Ezra Stoller-Pictor 


aap 























RALPH S. TWITCHELL (60) studied at Rollins, 
McGill ang Columbia, holds degrees in Arts, Archi- 
tecture and Structural Engineering. Designer-part- 
mer PAUL RUDOLPH (32) received M.A. at 


Ha i 
Fvard School of Design, 1947, has been associated 
with Twitchell since 1940, 
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TWITCHELL & RUDOLPH: “The form of 
this cottage in Sarasota, Fla., is the result 
of using steel in tension for the roof struc- 
ture. Architects and engineers have long 
recognized the beautiful efficiency and ex- 
pressiveness of steel in pure tension, but 
no one, to our knowledge, has solved the 
problem of making the resultant structure 
stable. But why should a roof structure 
be stable if a way could be found to keep 
it watertight? One of us (Paul Rudolph, 
who spent the war in the Navy) had seen 
the moth-balling process used to protect 
warships when they were put in storage in 


1946. This process involves covering gun 


turrets, etc., with a wire frame, spraying 
the frame first with a mixture of Saran and 
vinyl plastics, and then giving the result- 
ing ‘cocoon’ a final coat of clear vinyl. 

“From our point of view, the advantages 
of this ‘cocoon’ were impressive: It can be 
stretched to almost three times its normal 
length, return to its normal state, and 
still remain watertight. Navy tests have in- 
dicated that it will last for 30 years. It 
proved to be the answer to our flexible 
roofing problem, especially when ‘cocoon’ 
turned out to be only 15% more expensive 
than the usual tar and gravel finish. 

“A post and lintel system of construc- 
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tion was used on the east and west sides 
of the cottage and filled in for the most 
part with wood jalousies for sun control, 
privacy and ventilation. The 22’ distance 
between these rows of posts (in realtiy 
they form a vertical truss) was spanned 
with ¥,” x 4” cold rolled steel flat bars in 
their catenary form, set 12” on centers. 
Fiber boards and 2” of flexible insulation 
were clipped to the top of the flat bars, 
and then ‘cocoon’ was sprayed on top as 
well as on the bottom of this sandwich, so 
that the ceiling surface can move and 
stretch just as easily as the roofing. Any 
color is possible in ‘cocoon;’ a slate blue 
was used on this ceiling. 

















“A light steel truss was imbedded in the 
plane of the roof in the north and south 
ends to stiffen these areas and enable us 
to fill in the ends of the cottage with glass 
without fear of having it crack under the 
movement of the roof. 

“Rain water drains off the roof because 
the catenary curves are 2” shallower at 
the center of the structure than at the 
ends. The roof structure is tied to the 
transverse partitions below. These ties can 
be augmented with four temporary verti- 
cal tension members in the living-dining 
area whenever hurricanes approach. 

“In a sense this is an anti-social build- 
ing, for it ignores the neighboring assort- 


ment of non-commital houses. It can eit 
be said that it dominates the bayou? 
cause of its placement, form, colors @ 
materials. The surrounding structures @ 
already covered with a profusion of } 


growth; in this cottage, however, % 
wanted to demonstrate that harmony ® 
tween the work of nature and the work o 
man can be brought about by 
differentiating between the two. 

“Of course, this cottage is @ tour) 
force. Building types requiring 
spans are perhaps more suitable for 
a form of construction. But, 
nately, most architectural experum 
have to be made in small structures. 
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H. DOUGLAS BYLES, 28, B. Arch., University of 
Southern Calif., worked with Los Angeles Archi- 
tects Whitney Smith and Wayne Williams. EUGENE 
WESTON lIil, 26, Art Center School in Los Angeles, 
formerly associated with Alvin Lustig, now with 
Byles in Los Angeles. 
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Photos: James N. Reed 


BUILDER'S HOUSES in $11,000-$13,000 price range exploit the economies of post and beam 


structure, show how handsome flat roofs can be 


BYLES & WESTON: “This project in 
Tujunga, Calif. demonstrates that a con- 
temporary solution to the small house 
problem can be a salable item, that a 
considered use of site, plan and materials 
can better provide for today’s living at a 
price competitive with the conventional 
house. However, inasmuch as economy is 
the watchword, the best use of the mer- 
chant builder’s materials and techniques 
is necessary. 

“The proof of this pudding is the fact 
that all these houses sold quickly at $11,,- 


000 to $13,000 depending on their size 
(1,024 to 1,134 sq. ft.). 

“The site was extremely rocky and 
covered with dense native growth. In clear- 
ing the 4-acre lots, only the actual build- 
ing and adjoining outdoor areas were dis- 
turbed. As much native growth as pos- 
sible was left to act as a background and 
screen for each house. Rocks and boulders 
dislodged in grading were pushed into an 
arrangement that could act as a sculptural 
element, a space divider, or a play ap- 
paratus for children. 
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“Economy dictated a rigid post and 
beam exposed structural system of fram- 
ing. Posts and beams at 7’ centers support 


a 2” x 6” tongue and grove roof deck over 
which a 14” rigid insulation is laid and 
covered with a three-ply composition roof 
topped wth crushed gray rock. Keeping 
the bottom of the 3” x 14” roof beams 
level simplified the framing; the pitch of 
the roof was taken care of by tapering the 
tops of the beams Y,” per ft. from the 
center. Wall surfaces were kept smooth to 
play against the grained structural units. 
All glass is fixed. Ventilation is provided 
by plywood transoms above the fixed glass 
and between the beams.” 
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Born 1920. Yale Ph. D. (History of Art), 1949. Now 
instructor in Yale’s Architecture and History of 
Art Departments. 
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ONE-ROOM HOUSE gives up privacy and slick finishes, gains spaciousness and flexibility 


VINCENT J. SCULLY, JR.: “Our program was to provide the largest 


possible living space for a family with 
three boys, and within a severely limited 
budget. (The final cost of this 61’ x 31’ 
house near New Haven, Conn. was $14,- 
500; the cost of the whole project was 
$17,100.) We ended up with one large, 
simple and open pavilion which could be 
divided by flexible storage units—to be 
moved around for varying spatial effect or 
as more children came along. 

“The today, whether 
‘modern’ or what have you, is over-articu- 
lated, over-finished in meaningless ways 
and over-gadgeted. We decided upon a 
simple, orderly shell, within which the 


average house 





Photos: Ben Schnall 


creative disorder of our lives could de- 
velop freely. 

“The necessary utilities are kept to a 
minimum because they are less important 
to us than living space. They are contained 
in an interior core of masonry. Ordinary 
cinder block was used for this because it 
was cheapest and because I like its color 
and its scale. The size of the block is a 
unit against which other proportions can 
be played. 

“The exposed plank-and-beam roof sys- 
tem is supported on the 4” x 4” posts of 
the exterior walls. The beams are spaced 
irregularly for structural convenience and 
to create a rhythm in the space; and metal 
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straphangers, painted red, are used as 
decorative accents. 

“The glass areas of the exterior wall are 
kept toa 4 x 4 module, and all the glass 
is fixed in place. There are four sliding 
glass doors; additional ventilation is pro- 
vided in the sleeping areas by five ply- 
wood hoppers set in the fixed glass and 
screened. The solid areas of the exterior 
wall go on and off 4 module as desired 
and use diagonal pine sheathing for lateral 
stability. There is no other wall finish, 
either inside or out. The concrete floor 
contains radiant heating pipes and was 
poured with the darkest gray cement avail- 
able. There is no artificial coloring. 

“Inside the one-room house, the mov- 
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able storage units, 63” high, are set up 
both to provide privacy and to create a 
sense of movement and variety within the 
space. 


“There is additional storage space in the 
15’ x 20’ garage and in the small cinder 
block pumphouse. These detached build- 
ings are used as design elements to echo 
and contrast with the house itself... . 

“A good deal of our furniture was made 
by me with the simplest techniques and 
often out of scrap; but it is not intended 
to be ‘handicrafty’. It is as functional and 
expressive as I could make it and is in- 
tended to be used hard. We abhor the ex- 
pensively slick and decorative kind of 
thing fashionable today. 


“People criticize two things about the 
house: First, that there is not enough 
privacy; and, secondly, that it is not ade- 
quately ‘finished.’ The first criticism we 
feel is not valid, since actual experience 
shows how little enclosure is needed to get 
a sense of privacy; moreover, our space 
seems twice its actual size, and the sense 
of togetherness as a family unit becomes 
a positive asset in its own right. 

“The second criticism we regard as evi- 
dence of some sort of snobbery and of an 
inadequate sense of the importance of 
things. For the inexpensive materials we 
used—fir, pine and cinder block—can with 
careful detailing, create an atmosphere of 
real elegance and true dignity.” 
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THE NEXT FIFTY YEARS 


Editor’s Note: The following “debate” was manufactured from a series of detailed 
replies to a questionnaire submitted by THE MAGAZINE oF BUILDING to a number of 
American architects in their 30’s and 40’s whose views the editors wanted to include 
in this special issue. As was the case in our “Great Debate” on the U. N. Secretariat 
(Nov. °50), the “round-table” technique of presentation has been used to dramatize 
different and opposed points of view in relation to various questions. An effort has been 
made not to quote anyone out of context, and the words attributed to the participants 
are strictly their own. Some of their comments have been illustrated with buildings 
or designs for which the speakers were either wholly or in some part responsible. The 
replies received by the editors were so thoughtful and of such unusual interest that 
several of them will soon be published in full. 


Which one of the current leaders in modern architecture has 


given the younger generation most to go forward on? 


BreceR & SaALzMAN: Gropius .. . shows us objective frame- = /°""e Jacobs 

works of reference. In a formative period such as ours, frame- | bl 
works are more important than catechisms. 
JOHANSEN: We owe to Gropius the early efforts to synthesize 
industry and design. At the present time, however, we are 
concerned with the perfection of form and detail, and for 
this we owe most to Mies. . . 


eet 
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Jounson: Mies has given the most for the younger generation 
since he is easiest to copy well. 

JOHANSEN: Although Mies’ influence is strongest now, we will 
move from this “classic phase” to one more baroque and 
romantic ... in this trend, I’d expect the work of Wright to 
have increasing influence. 


HittMer: Wrights constant search for new and better ways 

to solve old problems should be imitated more than Wright’s 

designs. The pallid imitations produced by many of these 

self-styled “Wrightians” make me sick. . . . 

Noyes: The Wright approach seems not to be transferable 

without the Wright genius. 

HiL.: Too much of the philosophy of Frank Lloyd Wright is BARNES: 
treated too lightly or forgotten . . . Breuer, Gropius and Mies “Without secrecy or mystery.” 
van der Rohe—in that order—have had the greatest influence 
on the East Coast. . . . There is a tremendous objective appeal 
to this work, but the minute the human being is connected 
with it physically, in and out and moving in it, he immediately 
seems and feels out of place. 


Saad 
Mak ALL 


Roy Flamm 


Jones: Is it not dangerous to build from a “vocabulary?” 
Wright, Mies, Gropius, and others have probably already given 
the young architect too much vocabulary. 

Kocu: I have the feeling that a number of us, including my- 
self, are not followers of any one of the men mentioned— 
Wright, Mies, Gropius—but synthesizers or eclectics picking 
parts from each. . . . I feel an equal debt to both Mies and 
Frank Lloyd Wright... . 

Hessen: The influence of Wright was greatest in his early 
work, and was thoroughly digested by the second generation 
and transferred to us in its assimilated form. . . . I think the 
younger generation of architects has gained most from Le 
Corbusier and Mies. 

BarNEs: The whole statement of Le Corbusier’s architecture 
is highly rational, without secret or mystery... . 


Hitimer: “Constant search.” 




















Brecer & SALZMAN: 
“Neither cold nor warm.” 





Hans Namuth 


ANSHEN & ALLEN: (Yet) the philosophy of the “International 
School” is a reaction against ornamentation which results in 
the sublimation of structural techniques; Wright’s philosophy 
is based on the full and integrated expression of each indi- 
vidual as a part of nature working with nature... . 
PepERSEN: Wright’s work, while wonderful, is too personal 
to produce a basis for advancement . . . with the exception 
of Mies, the German work is too thin. .. . 

NeLson: Mies has given a great deal to architects everywhere. 
As far as I can see, he is to a large extent a Wright product. 
Does one, in crediting Mies, therefore, automatically credit 
Wright? As far as Gropius is concerned, he looks to me like 
the 20th Century’s greatest educator in the arts. Does one, 
in crediting Gropius, credit Gropius the architect, or Gropius 
the educator? 






Kocu: 
“A debt to Mies and Wright.” 


Ezra Stoller-Pictor 


StuBBins: Gropius has not built as much in this country as 
Wright or, perhaps, Mies and therein lies his power. . . 
Demars: We can only hope that the younger men will in due 
course arrive at their own synthesis of the truths which the 
modern masters have distilled from the fine chaos of our 
times—a synthesis, we shall hope—not a hash. 
DrakE: The few architects of today that do wonderful building 
. weren’t handed these principles as a gift; they seized them 
through work, through struggle and through sacrifice. . . . 
HiLtMer: Wright should certainly provide inspiration . . . 
through the example of the eventual success which rewards the 
person maintaining a design integrity... . 
DRAKE: . . . by the same token they give nothing to the younger 
generation except their principles. That’s the way it should 
be. It’s really up to the younger generation to go forward by 
themselves. 


What factors are the chief obstacles to the architectural renaissance now under way? 


Kocu: A warped sense of values. I am unable to account for 
the Americans’ willingness to live in esthetic squalor. 
Netson: I didn’t realize that an architectural renaissance was 
going on.... 

Jones: Do we have to go through with it? 

NELSON: . . . if it is, I would imagine the chief obstacles to 
be the climate created by a predominantly materialistic culture. 
Demars: The new architecture has met wider-spread accept- 
ance than there are designers who know how to deal with it. 
Many are still fighting the revolution . . . many of us are look- 
ing again for the baby that we threw out with the bath water. 
Matthew Nowicki was aware of all this and seemed well 
on his way to doing something about it. He said: “Some time 
ago our design became a style. No matter how ingeniously we 
try to dodge the unpleasant issue, it comes to us with full force 
in theusands of creations of the contemporary designer.” 








SAARINEN: “Do you see what I mean?” 


Jounson: There are no obstacles except the various theories 
of functionalism which keep people’s eyes turned away from 
the art of architecture. 

Yamasaki: The political obstacles are obvious, but on the eco- 
nomic side the pressures will be very great to build buildings 
which, taking the short view, are money-making buildings. 


STuBBINS: There are many minor obstacles such as bad labor 
practices, antique building codes, ignorance of petty officials 
and so forth; but the chief obstacle . . . is still the attitude of the 
people. This attitude is basically an inferiority complex with 
regard to culture and background. Many Americans have had 
the erroneous idea that money can buy culture. 

JOHANSEN: Public taste lag among both individuals and lend- 
ing institutions is the most important obstacle. 

Hitt: I do not believe that there is an obstacle other than 
understanding or the lack of it. There are factors which we 
must get around—a completely disorganized building industry 
... waste ... building codes which are far behind the times. . . . 
PEDERSEN: . . . high costs, which means that less money will 
be available for architectural work, more for less studied 
buildings; the insistence on speed in the design, detailing and 
construction; and, finally, a real lack of understanding 
(although not of interest) on the part of the public. 

TaFEL: The chief obstacles are clients who have no faith in 
the creative ability of their architects . . . and magazines that 
try to dictate a new style . . . they show mainly what is photo- 
genic, rather than what is architectural. .. . 

ANSHEN & ALLEN: (and) our inability to rely on ourselves 
and trust our own common sense. We keep looking for an 
Emily Post to quote. A 

Brecer & SatzMan: In a mental climate oriented towards 
war and destruction no positive art and culture can appear. 
Other obstacles are insignificant. 

Kocu: The sense of living for the moment that goes with a 
war mood is perhaps partly responsible. . . . And yet Italy’s 
renaissance was achieved between and during: wars. Greece’s 
highest period was not peaceful. 

SAARINEN: I always remember once driving up to Orvieto. 
There was a town where every dwelling unit was a completely 
impersonal stone hut with no decorations, no individuality, 
no color, every one practically the same. Right in the center 
of the town was the cathedral like a jewel covered with inlaid 
stonework, one of the richest buildings in the world. Today 
we seem to be heading almost in the opposite direction from 
this. Do you see what I mean? 
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What developments in technology and large-scale planning will most radically affect 
the course of U. S. architecture during the next 50 years? 


Jones: I suppose this is the point to introduce the atomic 
bomb. Either there has been a terrific waste of news print 
or it will affect our lives (and thus) . . . U. S. architecture. 
Von MotrkeE: One of the results may be the accelerated decen- 
tralization of cities. Some new methods and materials may 
also result from the development of atomic processes. 
NeEtson: A crystal ball would be desirable. I have a deep- 
seated feeling (that would be hard to back up with facts) 
that the general direction for architecture is the direction it has 
been pursuing. That is, a steady tendency to peel off weight 
and bulk, to lighten structure as much as possible and to 
substitute transparency for solidity where the substitution 
can be effected. 
Hitter: If full advantage is taken of them, the new tech- 
niques of post-tensioned and pre-tensioned concrete will hold 
many exciting possibilities for the future. New and easier 
ways of using and handling steel and light-weight metals that 
are now just on the horizon will generally tend to free the 
imaginative architect of 1975 from some of the restrictions 
imposed on the architect of 1951. In my own work the new 
developments in glass and in the plastic glues will most 
influence my future designs. 
JOHANSEN: The abundance and low cost of aluminum and 
plastics when their production is fully developed will have an 
influence upon the structure and appearance of our buildings. 
StuBBINS: The thing that could help most is a new material 
and sooner or later we must invent a new building material 
- a composite wall. It must be waterproof, rotproof and 
verminproof. It must have insulating and sound absorbing 


qualities and must be available in a variety of colors and 
textures. One must be able to cut it, perhaps with a special 
tool. It must be pre-finished inside and outside and require 
little or no maintenance. . . . Its advent would have a terrific 
effect on building techniques, design and costs. 

BreEGER & SaLzMAN: We have the bases for our technological 
and planning developments today, but perhaps changes in 
our economic and distributive systems and official recognition 
of new standards and techniques would allow the application 
and amplification of these developments. . . . 

ANSHEN & ALLEN: ... (but as for) large-scale planning the 
theory cannot progress further without being put into practice. 
To give Planning Commissions power to prevent misuse of 
land in the suburban areas before they become built-up would 
affect architecture more radically even than technological 
developments. 

Kocn: Our overall housing accommodation gets worse and 
worse as our technology gets better and better. I think the 
NAHB-FORUM House Design Competition for all its fanfare 
and the attractiveness of the winning designs is a very depress- 
ing example of that. Why anybody should agree to put a 
single family house of the size required in that competition 
on a 60’ lot is beyond me. 

YAMASAKI: Sometimes it is possible to incorporate better 
living by just better planning, but so often we are pressed 
to eliminate some element which involves more pleasant living 
because of an economic reason. . . . I believe that architects 
as responsible citizens can resist these pressures and do much 
to contribute to the better life. 


What are the chances of a truly integrated building industry in the U. S. during the 


next 50 years? 


Hitter: I don’t expect to see it . . . unless the unholy alliance 
between the contractors, the building trade unions and the 
manufacturer-supplier is broken. After all, it isn’t particularly 
characteristic of that segment of U. S. business to kill the 
goose that continues to lay golden eggs. 

DrakE: We will achieve fabrication and building integration 
when the people who buy houses refuse to pay any longer for 
waste, confusion and inefficiency. . . . Architects will either 
work for this development or they will no longer exist. 
Koc: The chances are perhaps the best if we are threatened 
the most from outside, since our building industry is at present 
one of the weakest links in our defense. The idiocy of our 
present building methods is so apparent to anybody who looks 
into industrialized building that our ability to keep on afford- 
ing what we are doing is almost incomprehensible. 

Demars: See the Bemis Foundation’s new book on Prefabrica- 
tion. 

HEBBELN: A truly integrated building industry would prob- 
ably take a dictatorship or a stable society, neither of which 
seems imminent. Prefabrication of parts and of structural 
elements—yes; of complete buildings—no. Economically I 
think the prefabrication of simple parts will win out; archi- 
tecturally I think this will be fortunate. 

JOHANSEN: The transition will be through development of a 
greater number and completeness of structural and building 
parts and equipment. Complete houses will be made for and 
acceptable only to families of lowest income. 


Stupsins: I don’t think that the prefabrication of complete 
buildings is an answer. 

Hitter: I expect to see more and more individuality in 
people’s homes, not less. . . . If this can be obtained through 
prefabricated building parts which are well designed and 
offer real flexibility, then we may have partial integration. 
. . . It is the most challenging design problem we face today. 
Ramey: Prefabrication of building parts will come first, then 
prefabrication of structural elements. I doubt that complete 
prefabrication of buildings will ever be very successful or very 
popular. 


YAMASAKI: 








“Better living by just better planning.” 


TaFeL_: “Clients without faith.” i 
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ANSHEN & ALLEN: We think the chances are good for pre- 
fabrication of building parts and of structural elements, but 
not for complete buildings. At present, we have the prefab- 
rication of parts and structural elements—a perfect chaos of 
them. Building a building now is like trying to take pieces 


Are esthetic “austerity”” and “economy of means” desirable characteristics of 
modern U. S. architecture? Or is the trend toward a greater ‘‘humanism?”’ 


Jounson: I think austerity will win out. 

McMaster: It is not a question of esthetic “austerity” and 
“economy of means” being desirable. They are characteris- 
tics of modern U. S. architecture because the economy neces- 
sitates them. 

StussBins: I don’t believe that esthetic “austerity” is a de- 
sirable characteristic. “Economy of means” is not always in 
the same category; working within strict limitations has pro- 
duced some very good architecture. . 

Barnes: Why must “esthetic austerity” accompany it? Le 
Corbusier has proved that the two are separable and that 
beauty is not only skin deep. 

StTuBBINS: . . . There is definitely a trend toward a greater 
“humanism” and this is right . . . (but) there is danger in 
becoming over-romantic so that the architect again becomes an 
exterior decorator. 

PepERSEN: If by humanism you mean more natural materials 
and more chintz—the log cabin or Japanese effect—I’m against 
it. I mean that given buildings of all kinds Mies has more to 
offer than Wright. I fear that our design may lose its purity 
and become a cozy architecture, for this demand on the part 
of the public is strong. 

Noyes: This word “humanism” is often used to justify a kind 
of corny lushness of materials, colors, etc., which amounts 
really to a lack of architectural discipline. Architecture with 
warm, living qualities does not depend on this kind of unre- 
strained romanticism. 

HEBBELN: The important thing is not what materials, but how 
used: proportion, balance, relation. You cannot eliminate art 
from building. 

Von Motrke: When I refer to humanism I do not necessarily 
think of romantic humansiim. I feel that the graciousness of 
Mies’ Farnsworth House represents humanism as much as 


Wright’s Falling Waters. 


Kocu: “Painter ... sculptor... 
.. welder ... technician.” 


Noyes: “No corny lushness. . . 














from many different puzzles and fitting them together into 
a “pretty picture.” In the next 50 years there is hope that 
the puzzle-makers will get together on standardizing their 
parts to fit, say, a hundred different complete and integrated 
puzzles... without sawing and hacking. 


Ramey: “Austerity” and “economy of means” are characteris- 
tics of the early stages in the development of a great archi- 
tecture. Humanism comes with maturity. 
ANSHEN & ALLEN: The symbolic form of “economy of 
means” is much more expensive to build than a building 
which does not shout “austerity” and “economy” from its lean 
pipe columns and eaveless fenestration. The present trend 
toward this type of architecture is due to a subconscious desire 
to put on a “poor front” in order not to excite too much envy 
of the great richness of our country. 
Hitt: If the slab wall or the box of glass is arbitrarily 
applied to the human being, then it is esthetic austerity in 
its worst sense; if the introduction of rattan mats on walls 
and rough planks is a trend toward “humanism” it is still 
evading the basic issue and only emphasizes the defeat. If 
this continues, I believe it is the announcement of a most fright- 
ening and shocking lack of integrity and thought—the dignity 
of a man is lost. 
Jones: Actually, haven’t all three always been a part of good 
architecture ? 
Gores: It is far from original but perhaps still not irrelevant 
to remark once more that balance is in all things desirable 
. . .(these three) are not mutually exclusive goals. 
BrEGER & SatzMan: “Cold” or “warm” are not the directions. 
An architecture that concerns itself with content, simple, varied 
or complex as it may be, is a desirable direction of all archi- 
tectures. 
SAARINEN: It seems to me we have two fundamental worlds in 
which we live. We have the handicraft tradition which started 
some time in the Middle Ages and is still strongly with us, 
stronger in Europe than here. Superimposed upon that we 
have the industrial, the mechanized era. . . . Let us say. the 
U. S. is 70% industrial era and 30% handicraft; Europe 
is the reverse. . . . Somehow in America there seems to be a 
growing cleavage between the impersonal building (which is 
everything except the individual house) and the house itself, . . 
Another thought: Isn’t it curious the way certain architects 
who strive for an expression of the industrial era (such as 
Mies, Gropius and Le Corbusier) always tend toward light- 
colored materials—buildings that disassociate themselves from 
nature and in a way are in oposition to it. On the other hand, 
the works of those who lead in what might be called the 
humanistic revolt against the machine (Wright, Wurster and 
Aalto in his dormitory) are dark buildings that blend with 
nature. One could almost simplify the whole thing by just 
calling them the “light building school” and the “dark build- 
ing school”. The latter destroys nature less. . . 


All this seems to add up to one thing: American civilization 
accepts in its urban communal life the architecture that goes 
with the industrial era, but there is a strong yearning for 
nature and for expression of individuality which makes the 
American want to leave the city and be in the country in a 
house put together with hammer and nails. There are two 
architectural trends which are not at all in conflict. 
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“The dignity of a man... 


HitiM_er: Neither painting nor sculpture have a very impor- 
tant place in our life today. I prefer walls without paintings 
and I prefer that sculpture, if you must use it, should be used 
in connection with planting and/or water. In other words, I 
believe it should be integrated with something living or mov- 
ing. .. . Of course the best way of “integrating” sculpture with 
contemporary architecture is to melt them down and make 
bronze hardware out of them. 

StusBins: I don’t believe there will be any opportunities. . . 
until the architect, the painter and the sculpture are on speak- 
ing terms about each other’s work. 

Gores: Yes. Suggestions: open minds and hard work. 
BrEGER & SALZMAN: Integrate painters with painting, sculp- 
tors with sculpture — and architects can go on from there. 
Netson: The problem is how. The problem also, I think, is 
what does anyone mean by sculpture and painting at the 
present time. The traditional notion of nailing naked young 
men and women onto walls and other elements of buildings, 
or pasting murals to the insides seems to be pretty dead. 
JOHANSEN: Perhaps having been through a period of austerity 
we can begin properly to relate painting and sculpture to 
architecture . . . but no murals or sculptured elements! 
BarNES: The old opportunities are still there, with more chance 
for seeing the scuplture and painting. 

Jones: The question probably should have been—“Do you 
believe that sculpture and painting will cease to exist?” 
That is a point with great possibilities for long hours of dis- 


Jounson: “Austerity will win.” 












Are there new opportunities for integrating sculpture and painting with architecture?” 


cussion. . . . Seriously, I believe they will. 

HEBBELN: Yes, yes, yes . . . Le Corbusier’s complete integration 
of architecture with sculpture and painting, and of the whole 
with the landscape, has been an inestimable contribution and 
Niemeyer, primitives, Japanese, Greek, anywhere you find a de- 
veloped culture, a developed architecture. 

McMaster: Architecture, sculpture and painting are entities 
within themselves and therefore cannot be integrated. Sculp- 
ture would be placed as a further space modulation. A paint- 
ing used as a plane would be placed as a space modulator. 
Kocu: The sculptor and the painter are perhaps more to blame 
than the architect for failing to get their thinking and way 
of doing things into building. Welding, glazing, concrete pour- 
ing, any number of techniques used every day in building 
are highly susceptible to sculptural, plastic and color treat- 
ment. Where the painter and the sculptor are willing to pitch 
in and be welders and technicians and are good at these trades 
and can speak the language of the men who do that sort of 
thing, the possibilities become much greater for real integra- 
tion. I think in a small way a considerable amount was 
done at the Fitchburg library in this direction. 

Hitt: Painting is a more difficult problem than sculpture— 
the exactly right painting in the exactly right place so as not to 
compete with nature. Again, with the pattern of nature, the 
flow of space, sculpture becomes a vital part of the architec- 
ture. The piece itself defines its own space and as such be- 
comes an integral part of the total concept. 


Which U. S. school of architecture would you go to if you were starting out today? 


Gores: The school I would not go to is any school which is 
the absolute academy of a monomaniac. 

Hitimer: I am not at all convinced that architecture can best 
be taught within the framework of a university but I certainly 
don’t know of an existing method which is better. . .I’d be 
very tempted to choose someone whose work I admired and 
respected and try to associate myself, even if only remotely, 
with him and his work. 

StusBins: I would go to Harvard—first, because it is a small 
school; second, because a general cultural background is re- 
quired for entrance; and third because its staff are mostly 


Drake: “Nothing. . 





. except their principles.” 







practicing architects, because it has a fine curriculum and is as 
integrated as any school I know... 

TAFEL: Taliesin. Why not? Other schools are institutions, 
divorced from the actual spirit of architecture. 

Lewis: A school where at least one very great architect is 
permanently present. A teacher who has himself contributed 
to the tradition of architecture can best encourage a student 
to develop original thinking. 

Barnes: If I were to choose a school today, I would choose 
one that gave good courses in engineering and was not headed 
by a “current leader in modern architecture.” 





HepBeLtn: “Anywhere you find a developed culture.” JOHANSEN: “Perfection of form and detail.” 


ANSHEN & ALLEN: “Subconscious desire.” 
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Kocu: MIT 

Jounson: Yale, because it is a greater madhouse than the rest 
and has fine “gentlemen” working there. I think it is too 
much of a strain on a student to go to Mies or Wright. 

Von Mo.rTKeE: You have to be fully mature before you can 
understand a genius. 

DrakE: I don’t believe I would go to an architectural school. 
I think perhaps I would work for an architect I respected until 
I knew the tools with which one works in the profession. 
Then perhaps to a technical school, for study in materials 
and structure. Then I would work in the building trades for a 
time as a carpenter, a mason, an electrician and plumber. 
Then I would work for an architectural firm to learn adminis- 


Von MOLTKE: 


“Not necessarily romantic.” 


tration and office procedure. After that was completed, I’d be 
ready for the study of architecture. . . 

Noyes: I would look for a school which instills excitement in 
its students and imparts to them a lively sense of the relation- 
ship of architecture to the other arts and to the world... . 
ANSHEN & ALLEN: If we were starting out today we would 
not go to any school, except for engineering, and then work 
with as many outstanding architects as possible in order to 
learn from the people who are actually, currently doing work, 
rather than learing about people who have done work in the 
past. In this way, one doesn’t have that “academic gap” of 
twenty-five years or so—which is like a blind-spot in a rear- 
view mirror. . . 
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Netson: “Too good to be true.” 





What made you decide to become an architect? 


HiittMe_er: I couldn’t stand the sight of blood. 

Netson: Do you always come up with such hard questions? 

. . . » When I was in college I was completely seduced by the 
beautiful renderings made by the architectural students. This 
as a way of making a living seemed too good to be true. I have 
since found out that it was too good to be true. 

ANSHEN & ALLEN: What made us decide to become architects ? 
God only knows! 

PEDERSEN: What a question! 


Kocn: I think I became an architect because at Harvard, 


where I went to college, the closest thing to a carpentry course 
they had was architecture. 

Jones: There must be a good answer to the question of why I 
became an architect, but it is probably unimportant and as 
well uninteresting. I can say I am having fun, and even 
knowing what I do now, would do it again. 

Ramey: My answer to this would be much too long. . .so suffice 
it to be said that I would not swap. ... 

HEBBELN: I always have been an architect, since earliest sand- 
pile memories. 

Brecer & SatzMan: Refer to our analysts. . 

TaFeL: I’d rather not start on this one. . .but it was real early 
in my life. 

StupsBins: I don’t remember any crisis in which I had to de- 
cide which profession, if any, I would study. It seemed some- 


how quite natural to be an architect. Architecture interested 
me because there were opportunities for creative work, because 
of the variety of things to be done and because of the oppor- 
tunity to better the lives of people through environment. This 
last I believe to be the deepest reason for the existence of the 
architect. 

JOHANSEN: I had a background in painting and construction. 
I was impressed with the greater scale of architecture—the 
relationship of form and space to the human being. . . 

Lewis: An interest in Gothic: Its structural clarity and its 
wealth of detail within the finely proportioned discipline of the 
whole. 

Noyes: I was interested in the arts. . .painting. . .all sorts of 
three-dimensional things. It occurred to me in my sopho- 
more year at college that architecture would provide an out- 
let for all these interests. I didn’t at the time have any con- 
ception of the breadth or complex satisfaction which I would 
later find... 

Hiv: I was told to see several architects; I did; and they all 
told me the same thing—don’t do it! I now well understand 
this and give the same advice myself—if the advice is accepted, 
excellent, it should be; if it is not, better yet—then he should 
go on. Nothing will deter him if he is going to go on. He 
cannot help it. It is 94% business and 6% art—and that part 
will fill a life. 
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R. K. OVERSTREET: “This lodge faces an artificial lake 20 miles 


‘Born 1924. Educated at Tulane, University of Texas 
and at Bruce Goff’s school at the University of 
Oklahoma. Associated with his father’s architec- 
tural firm in Jackson, Miss. 


from Jackson, Miss. The problem as I saw 
it was to provide a full view of the lake 


from as many of the living areas as pos- 
sible and, at the same time, to allow as 
much privacy as possible from other lodges 
on adjacent sides and to the rear; in addi- 
tion, | wanted to give a generous feeling of 
space inside and take fullest advantage of 
the southeast breezes in the summer. 


“The cooking, dining, sleeping and liv- 
ing areas all face the lake through a large 
screened porch on the east front. Combin- 
ing them helped save hall and interior 
partition space, prevented ‘boxing-off of 
rooms, and generally gave a more spacious 


arrested in flight 


feeling to the diamond-shaped living area. 

“In the summer, the six large sliding 
doors between the screened porch and the 
lounge are pushed back and the whole 
space becomes an outdoor living room. 
The only remaining divisions are produced 
by slight changes in the floor level, which 
follow the slope of the land. ° 

“A large floodlight outside and above 
the screened porch provides illumination 
at night without enticing light bugs to 
come inside. Because the ceiling of the 
porch pitches steeply toward the lake side 
and because the porch is only partially 
roofed over, the owners can look out at 
the sky as well as the lake below.” 














HOUSE ON STILTS reaches for view and breeze—a 


JULIAN UNDERWOOD, Harvard, AB 1941, B. 
Arch. 1948. Worked for Carl Koch. Since 1948 with 
Tallman LaBrode & Rounseville, New Bedford, 
Mass. SUZANNE STOCKARD UNDERWOOD, B. 
Arch., Smith 1942. M. Arch. Harvard 1943. Worked 
for Marcel Breuer and Carl Koch. 


THE UNDERWOODS: “We had three strong 
reasons for putting our house on stilts: 
1) We are 300 yds. from the beach and 
have a first-class view of Buzzards Bay—- 
provided we get up about 10’ to see it. 2) 
We wanted to get maximum summer 
breezes. 3) June and July are foggy and 
damp and we wanted to get above the bugs 
and dampness. Extra cost for building into 
the air as we did is about 12% above 
building on the ground, but it is worth it. 

“The use of stilts is a relatively new idea 
in this area and so is the H-plan they sup- 
port, but the construction and finish of 


Ezra Stoller—Pictor 


modern plan finished in the New England 


the house are quite traditional and local 
in character. This has prompted some 
observers to refer to our house in So. Dart- 
mouth, Mass. as ‘modern colonial.’ 

“The benefits of the H-plan outweigh 
by a considerable margin its high perim- 
eter cost and heat loss. It provides three 
interior zones: the large living-dining and 
sleeping zones are separated by the small 
utility and circulation zone. The stilt con- 
struction gives us a fourth zone beneath 
the house—a sheltered outdoor play and 
dining area and a carport. This by-product 
of the elevated design is particularly use- 
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vernacular with shingles and corner boards 





























ful for our three children in rainy 
weather. When it is very hot, we all use 
it, for even the mildest breeze creates a 
wind tunnel effect that makes our ground 
floor about the coolest place in the com- 
munity. And it’s a housekeeper’s dream; 
after mealtime we just hose it down. 
“Living up off the ground is very pleas- 
ant and entails far less exercise than one 


might think. Besides, we are against 


‘bringing the outdoors indoors’ too actively. 
As confirmed New Englanders we want to 
be oat in it, or we want no part of it. On 
pleasant winter days it could be too easy 
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to sit behind a lot of glass and enjoy the 
view, thereby becoming fat and missing 
the best of it. 

“The orientation has worked out very 
well. The largest glass area is to the south- 
east and the view, and on winter mornings 
the sun blasts into the living area. During 
winter afternoons it comes through the 
sliding glass door to the porch. In summer 
the trees cut off enough sun to control 
heat adequately. 

“We are tired of vertical siding and 
don’t think that modern architecture 
must identify itself with such clichés. We 


believe that a house looks better in ma- 
terials common to its environment. Shin- 
gles were used on the sides because they 
are the local tradition, are cheap, and will 
require no maintenance for 40 or 50 years. 
As in most New England houses, the 
panels of shingles are set off with corner 
boards. Although we question the use of 
traditional materials that are out of line 
in cost, we succumbed to primeval charm 
in the case of the stone walls below.” 

“Our house with all grading, landscap- 
ing, underground telephone lines, septic 
tank, etc. cost about $32,000.” 
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TWO-FAMILY CAMP under one big roof is 


designed to become a single residence 





BREEZEWAY 

















IS FEET 














BEDROOM ‘ 


12°0"x 13°6" 


BEDROOM 
1-9" 8+0" 


goo == 


KITCHEN 
8-6" 19-0" 





——}_ _» 






LIVING ROOM 
21°6"s 13-6" 


caro — 








FINAL STAGE 





A 

















LC 





‘HE MAGAZINE OF BUILDING + JUNE 1951 
















H. CONRAD KROLL, 25. 
Texas, now on its Architecture faculty. 


B. Arch., University of 


CLINTON MOCHON, 26. M. Arch., Rensselaer 
Polytechnic, subsequent study at Cranbrook Acad- 
emy, now on School of Architecture faculty, Univer- 
sity of Virginia. 


KROLL & MOCHON: “Our client posed 
an unusual set of requirements. She 
wanted a small vacation lodge for herself 
and a separate ‘apartment’ which would 
be rented for the time being (to help pay 
for her vacation retreat) but could ulti- 
mately be combined with the lodge to 
form a single larger residence. And she 
wished her big 5-acre site near Austin, 
Tex., to be a visual and actual extension 
of the inner area of her small lodge. 
“To meet these requirements economi- 
cally (the job cost $7,869 for 714 sq. ft., 
or $1l a sq. ft.) and produce a building 
which would give a finished appearance 
at each stage in its development, we built 
the two units and a separating breezeway 
under a single rectangular roof. The roof 
serves as a deck from which an elevated 
and more distant view may be had. 
“Sliding glass doors in the post and 
beam frame (6 on centers) achieve the 
desired openness. Except for three solid 
panels for visual segregation of the units 
and for a storage wall, the house is with- 
out walls. Nature’s seasonal changes are 
actually living murals in all the rooms.” 
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THREE-ZONE HOUSE puts its living, service and sleeping areas on three levels that follow 
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ULRICH J. FRANZEN: “The young, energetic couple living in this 
house wanted a view. They also like to ski. 
So they bought this rocky, windswept and 
somewhat inaccessible hilltop site in Wil- 
liamstown, Mass., overlooking the Berk- 
shires. 

“We raised the house off its rocky base 
onto three radicnt-heated concrete plat- 
forms. The three different levels divide the 
open plan logically into living, service and 
sleeping areas and echo the contours of 
the site naturally and economically, avoid- 
ing a divorce of the design from the spirit 
of the setting. 

“Inside the house the clients required 





Born 1921. Williams College 1942, Harvard 1948. 
Worked for Hugh Stubbins Jr., Anderson & Beck- 
with and others. Now practicing on his own. 




















Large living room window (right) is protected with eyebrow sun- 


shades on metal brackets. View below shows kitchen and yard. 


a setting for informal and servantless liv- 
ing. This is reflected in the openness of the 
plan in the living and service areas and in 
the compactness of the kitchen. The latter 
contains a pantry closet which stores small 
items in depth on thin vertical leaves 
opened like a book. (Bulk storage is ac- 
commodated in a separate garage.) 

“We felt that it was very important to 
balance the profuse outdoor scenery with 
a distinctly separate and effective interior 
space and to achieve within the house a 
strong sense of shelter. It will be noted 
that all areas (except bedrooms and bath) 
are visually joined to provide spaciousness 


and a view within the house. Only the liv- 
ing room at the southern down-hill end of 
the house and the dining-kitchen wall at 
the rear are opened to the view through 
large windows. In the other rooms win- 
dows are smaller and set higher in the 
walls, giving the rooms some privacy from 
the site’s overwhelming vistas. 

“Just as the sloping terrain dictated the 
shape of the house, so the rural atmos- 
phere influenced over choice of finishes. 
The siding is 3,” vertical red cypress left 
natural; the living room is finished with 
the same wood in combination with field- 
stone. Like the hall, the kitchen and bath- 


room are floored with flagstones. 

“On a less difficult site and with the 
benefits of competitive bidding, the $16.- 
000 cost for 1,200 sq. ft. ($13.33 per sq. ft) 
could have been materially reduced. 

“The people for whom this house was 
originall, designed had no children’ For 
th.s reason the relative openness of the in- 
terior space was quite workable. For a 
family with children there would have had 
to be a good deal more visual privacy and 
a good deal more separation of areas in 
general. However, the basic scheme of the 
house—its three zones—could have been 
adapted to such requirements as well.” 
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Ezra Stoller 


COUNTRY HOUSE has spacious wings planned around compact circulation core 


EDWARD L. BARNES: 


a 


Sorn 1915. Harvard School of Design, 1941. Worked 
is Naval Architect on submarine design, 1942-46. 
Jesigner for Henry Dreyfuss, 1946-47. Now prac- 
cing independently in New York City. 
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“This house is 140’ long and as much as 80’ 


wide. To make a house of this size at all 
livable you have to solve its circulation 
before you do anything else. 

“T his traffic problem was solved by divid- 
ing the house into two units: a long, two- 
story wing with bedrooms upstairs and 
services on the ground floor; and a square 
living unit with a roof terrace above. 
These units were linked by a slender hall, 
which is the key to the whole scheme. It 
forms the horizontal connection between 
the two wings of the house, and it forms 
the vertical connection between its two 


levels. In addition, it is right next to the 
front door, so that anyone walking in has 
immediate and direct access to all areas. 
“The second problem was to make the 
house work well for informal family living 
and conventional entertaining. The owner, 
Whitelaw Reid, Editor-in-Chief of the New 
York Herald Tribune, occasionally has 
formal parties at this house in Westchester 
County; but it is primarily a place for him 
and his family. To get the kind of infor- 
mality that you want in a family house, 
we permitted a good deal of interplay and 
flow of space; to get the kind of formality 














that you want in a country house, used for 
entertaining, we created 


certain distinct 
and separate wings and areas. 

“Yet the ‘style’ of a family house can 
never be rigid or classic. It must be or- 
ganic, in the sense that it must express the 
varied activities of family life and adapt 
itself to site and orientation. At the same 
time it should not ramble all over the 
countryside in search of different func- 
tions, or in attempting to clutch nature. 
In the Reid house the problem was to 
strike a balance between organic informal- 
ity and formal order. 


“The long north-south wing is framed 
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in steel. Its strength is expressed in wide 
bays and deep cantilevers toward the west. 
The square wing toward the east is con- 
structed of slab stone bearing walls with 
spandrel beams. The cypress siding is 
meant to look like a skin, not faked to 
appear as part of the structure. 
“Throughout the detailing a careful dis- 
tinction was made between the ‘rough’ 
work and the ‘finish’. The rough work 
(including the steel) was dimensioned with 
tolerances. The finish was detailed with 
precision. It may be possible to detail 
both structure and finish with great pre- 
cision in the case of multi-cellular build- 


ings, or in pavilions with simple functions. 
But a family house is not a repetitive 
structure; its space requirements are com- 
plex, and it is generally built by craftsmen 
using hand tools. Although an architect 
may want to express the precision of 
machine age, the facts of the situation are 
bound to lead him to a more flexible 
esthetic—one that admits both tolerances 
and precision, both complexity of function 
and simplicity of form. 

“This house was the first to come out of 
my own office. In its development, the 
discipline I received at Harvard under 
Gropius and Breuer proved invaluable.” 
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Stair hall (above) forms vertical connection 


we of 


between levels and horizontal connection be- 
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tween wings of house. It is located to the 


west of the main entrance, shown at left. 











Born 1918. Graduate of 
Harvard School of De- 
sign. Asst. Technical Di- 
rector and Chief Build- 
ing Inspector, Richmond 
(Calif.) 
thority, 


Housing Au- 
1942-44. Inde- 
pendent practice in San 


Francisco since 1946. 





JOHN CARL WARNECKE: “Jn the design 
of the Mira Vista School at Richmond, 
Calif., we had to wring fresh results out 
of dealing with contradictions. A stunning 
hillside invited a building that would seem 
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HILLSIDE SCHOOL designed to ride the contours and deflect high winds, reverses familiar rules 


to ride its contours; but to make this come 
true we had to do some careful shaping 
of the hill as well as the building. And 
that beautiful hill was perversely wrong- 
side to the weather; so, to get the advan- 
tages of ‘finger school’ planning, we had 
Our fresh 
shape arrived by way of that double som- 
ersault. 


to reverse the usual pattern. 


“The hilltop drops off gently to the 
southwest. By scooping out a series of 
shelves one above the other it was possible 
to rank up a succession of classroom rows 
against the hillside, each with a grand 
distant view towards the Golden Gate. 





More important, it was possible to manipu- 
late the cut and fill in such a way that 
the intermediate slopes paralleled our de- 
sired roof pitch. It is this precise terracing 
which gives the impression that the struc- 
tures were molded freely from the natural 
contours of the stepped hillside, and that 
the roofs of the climbing galleries connect- 
ing the successive buildings are ‘effortless’ 
continuations of the same roof planes. 
“Just as the building shapes hug the 
ground, so too the materials blend closely 
with natural surroundings. The roofs, so 
important to the design, are covered with 
heavy shakes of natural redwood. The 
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walls are of lightweight concrete blocks of 
integral buff color. (The buildings are on 
double flat slabs and are framed with light 
steel to permit wide openings for natural 
lighting.) And the ice plants covering the 
slopes are rich in texture. 

“In our planning we had to make friends 
with the wind. When it comes, the Bay 
Region’s bad weather comes with force 
from the southwest, straight at the hillside 
on which the school stands. In the usual 
California finger plan the open corridor 
alongside the classrooms is placed on the 
south side to act as a sun shield. We placed 
it along the north side (more accurately, 
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the northeast) where the classroom can 
serve as a windshield, offering real protec- 
tion to the children from wind-driven rain 
and fog. 

“This rearrangement entailed no sacri- 
fice of good natural lighting. The direct 
southerly sun was screened through lou- 
vered eyebrows. North light was brought 
in above the corridors by what amounted 
to studio-type skylights. Under these a 
large egg-crate ceiling cuts off direct view 
of the sky and consequent glare. And the 
children still get their direct window view 
to the Golden Gate. The skylights com- 
posed into interesting shapes along with 





bs 


the wide overhangs as an esthetic dividend. 

“Due to the hillside terrain, site prep- 
aration was expensive. Yet construction 
cost was held to $10.80 per sq. ft. for all 
buildings, and the actual cost of classroom 
buildings was only $10 per sq. ft. The use 
of integral colored blocks eliminated in- 
terior and exterior plastering and three- 
quarters of the painting normally required. 
These savings alone paid for the other 
high quality materials and finishes, and 
for the excellent lighting system. The plan 
was developed on a 4 module making 
maximum use of standardized building 
materials with minimum waste.” 











Kindergarten and primary classrooms are in separate wing 
adjacent to the school’s main entry and playground. The 
playground itself, directly behind this wing, is formed of 
fill pushed down from above. 


‘“*‘Studio’”’ skylights of main classrooms face northeast and 
rise above open corridors (whose roofs are covered with red 
wood shakes). Though open, corridors are protected by the 
buildings themselves against prevalling southwest winds. 


ee 


Light from studio-type skylight in single-slope roof is 
diffused by egg-crate device which forms gabled ceiling in 
classroom. Note the evenness of light distribution and the 
lack of glare. Ceiling is covered by acoustical tile with 
aluminum foil behind it for insulation. The school is 
framed in light steel (post can be seen outside window, 


at left in photo) and exterior walls are unplastered con- 
crete block. 
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#1 SECTION 





HUGH MOORE, JR.: “Since this building for the Vikon Tile Corp. 


Born 1921. Yale School of Architecture, '43, Penn 
State Civil Engineering degree. Formerly associated 
with William A. Tydeman, Jr. 


in Washington, N. J., is far from the shop- 
ping crowds on main street, and since it 
was not intended to attract impulse buy- 
ing anyway, there was no need for an open 
showcase facade. With the exception of 
the glazed doors and the necessary ‘psy- 
chological windows’ we turned a bland 
wall on our visitor. We depend on the 
design of the building as a whole to draw 
him in, and once inside he understands 
that the wall serves as background for the 
displays which are lighted from windows 
above. 





“This also helps explain the inverted 
gable roof. The exterior wall provides 7’ 
of display space with 4 of window above. 
To have finished the building with a level 
11’ ceiling would have created an abhor- 
rent monumental and impersonal atmos- 
phere. The roof now springs from the 
central air conditioning duct just 7’6” 
above the floor and extends out through 
the glazed wall to the sky beyond. 

“In addition to the obvious advantages 
of good drainage (no drip at the eaves) 
the shape of the roof produces an acous- 
tically treated ceiling which absorbs and 
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d drainage 


deflects sound away from the office areas. 
It permits light to penetrate deep into the 
interior and makes an otherwise broad 
rectangular room considerably more atten- 
uated, Esthetically the V-shape roof is a 
mirror image of the gable on the adjacent 
factory and is parallel with it. When snow 
and ice pile up on the unheated eaves, the 
heated central part of the roof, essential 
to drainage, is clear. 

“We separated the new building and 
old factory with a 20’ wide court, but 
linked the two with a corridor, lavatories 


and coat facilities. This preserved the 
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Entrance lobby (above) is used for product displays. Note that office par- 


titions are partly glazed to avoid light-obstruction. 





southern exposure of the factory wall, 
and created a partially shaded court where 
employees eat lunch and take rest periods 
during a large part of the year. Unity with 
the factory is achieved not by slavish im- 
itation but by careful adherence to scale 
and by allowing the broad side of the 
original building to serve as a contrasting 
backdrop. 

“All materials were treated frankly: 
Alternate bands of 4’ and 8” concrete 
blocks, 2” thick, were set up as veneer 
panels with metal ties to a 4’ thick ma- 
sonry backing which acts as bracing be- 


Photos: Ben Schna 


tween the exterior columns. The project- 
tion of the masonry beyond the column 
line both expresses the veneer quality and 
accentuates the ordered rhythm of the 
columns. 

“Conventional construction methods and 
materials were used, and a simple, rec- 
tangular plan was followed. Therefore, 
costs ran below $10 per sq. ft. even though 
a high quality of finish was maintained. 
The unit cost includes air conditioning, 
double-glazed windows, cork flooring, a 
sprinkler system, walks and landscaping 
and the architect’s fee.” 




















Photos: Lionel Freedman 


WELFARE BUILDING planned around garden court, achieves simplicity despite complex demands 


KENNETH GIBBONS (38), Yale School of Archi- 
tecture, 1940. Taught architecture at Vassar. Part- 
ner (since 1945) WILLIAM H. HEIDTMANN (42), 
MIT Schooi of Architecture, 1933. Their Manhattan 
practice handles stores, offices, houses, health & 
social welfare structures. 


GIBBONS & HEIDTMANN: “We are par- 
ticularly proud of the sense of spacious- 
ness and simplicity in this small and rather 
complicated building. It contains 16,000 
gross sq. ft. on a 75 x 100’ Manhattan lot 
and it houses a complexity of social wel- 
fare, clinic and office facilities—the Chil- 
dren’s Aid Society’s health, dental, foster 
care and homemaker services. 

“Early in the planning it was decided 
that an open courtyard was essential to 
emphasize its non-commercial character 
and to provide that minimum of sunlight 
and green leaves which is due city dwell- 
ers and, more particularly, children. The 


landscaped interior court is seen from the 
street through the glass walls, tied through 
by the flagstone flooring and red brick 
wall of the waiting room. The most im- 
portant rooms in the building including 
all those used by children face this court. 

“Selection of exterior materials was de- 
termined by two considerations: elimina- 
tion of maintenance costs and freshness 
and interest of color and pattern. Solid 
walls are red brick, smooth and dense to 
shed the dirt; spandrels are light gray 
brick cavity walls; first-story walls ar 
green glazed terra cotta to discourage 
marking. Exterior metal is aluminum, in 
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cluding even the structural angle lintels 
over the windews. We believe this is the 
first such use of aluminum lintels; but 
with the advent of aluminum windows this 
seems a reasonable step. It is hardly eco- 
nomical to swing a scaffold over the face 
of a building merely to paint lintels. 
“Because of the complexities of the 
Society's functions and the limits of the 
site and budget, the plan is busy and the 
rooms are small. In the case of a private 
office, for example, 90 sq. ft. of high qual- 
ity space was believed preferable to say 
130 sq. ft. of indifferent space. To con- 
serve space, the interior partitions are gen- 
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erally 2” solid plaster. They are frequently 
limited to 7’ in height, with glass above, 
more to achieve greater openness than for 
the borrowed light. 

“We sought to make this building not 
merely a pleasant and efficient structure 
for the staff, but a warm and inviting place 
for the thousands of children who have 
occasion to visit it each year. And do the 
children appreciate our effort? We can 
only report a result unexpected by all con- 
cerned. Whereas children were boisterous 
and often rowdy and difficult to control 
in the old building, they are now no 
trouble at all. They move quietly around 


the room, talk in low tones, or sit and look 
about. The staff thinks they are impressed 
with their new building, and proud of it. 

“The cost of the building was $400,000, 
without furnishings, or slightly under $25 
a sq. ft. This unit cost is considered very 
reasonable when the following factors are 
taken into consideration: foundations were 
rather expensive because of deep rock and 
water (an old bed meanders 
through the site); the structure and me- 
chanical services are designed for double 
the area, or three additional stories; the 
use of maintenance-free materials; and 
finally, the high density of development. 


stream 
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TRACTOR SHOWROOM displays its wares against a brilliant mural in the 


Born 1918. Studied art in 
London and San Fran- 
cisco, and 
construction at Healds 
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College and University of \ / 
California. Worked for — — — 
Bruce Goff. In practice for 
himself since 1950. - 
| _ kitchen unit i 
BUSINESS CONTROL * abo 
counter —= OF FICE 
OFFICE ij : 
BRUCE E. HEISER: “Jn the rough and tum- 
ble of San Francisco’s Harrison St. only a ee 
big, colorful, masculine display could reg- Ry | 
ister on either the eyes or the spirits of s ia 
passers-by. The street is full of moving % 
trucks and rings with the clatter of a Sy 
a 
light manufacturing and wholesale district. se) 
“Tractors are a rough and ready com- OE 
modity themselves and can take the pun- 
ishment. 


“So we dispensed with the usual expen- 
sive plate glass front, put our tractors on 
an outdoor platform against a solid wall 
covered with a brilliantly colored outdoor 
mural. On that street the blaze of color by 
day and light by night competes effectively 
with all the hurly-burly, really stops ’em 
for a closer look. 


“Looking at the pictures, merchandising 
experts might argue that the big tumbling 
forms of the mural itself overpower even 
the bright yellow tractors, and render the 
‘merchandise’ all but invisible. But a look 
at the actual scene would change their 
minds. On that kind of street—and how 
many there are in America!—not even a 
background wall of pure silver would give 
visibility to the tractors beyond a short 
distance against the competition of signs, 
cars, and poles. All that the mural does 
or can do at a distance is to make a big 
color splash and rouse curiosity leading 
to a closer look. 


“Moreover, the mural as a backdrop is 
self-sufficient —it tells the tractor story 
even on those days when, for one reason 
or another, there are no goods out on the 
platform. 


“We have been told that the mural 
should have been more sophisticated and 
abstract. That may be; and now that the 
prototype has been created, others are wel- 
come to experiment further. 

“But let them not lose the keynote 
which muralist Don Clever has struck. He 
has kept his popular audience with him; 
they feel at home here. They get a bang 
out of it. The architecture too, when you 
examine it, is pretty well to the point— 
direct and devoid of modernistic flim-flam. 

“Most important, the owner is happy 
with his $45,000 building and his $6,000 


’° 
mural. 
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Born 1915. Graduate of 
MIT, 1938. Navy Engin- 
eer Officer, 1941-45. De- 
signer for Skidmore, 
Owings & Merrill, 1946-47. 
Independent practice in 
Chicago since 1947. 
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plate glass 
| Lm PTA HEADQUARTERS uses low windows with store-type awnings to raise 
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HARRY WEESE: “The National Congress of 

Parents and Teachers, largest secular or- 

ganization besides the Masons, is raising 

funds among its six million members to 

build this central administration and edi- 

‘+ torial building in Chicago. In addition to 
the intricate planning problems of a 
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comfort level, lower air conditioning cost 


unique administrative organization, we 
faced the problems in symbolism of any 
institutional job. It is to the credit of the 
school boards who are building modern 
schools over the land that a contempo- 
rary approach to this symbolism was ap- 
proved. 

“We attempted to solve, in a simple 
workable way, the following problems: 
first, the integration of two separate oper- 
ating staffs under one executive adminis- 
tration (one is the PTA Congress, the 
other the monthly magazine, the National 
Parent Teacher); then the problem of 
utilization of volunteer and professional 
workers in an intricate blend; finally, pro- 
vision of impressive and even inspiring 
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greeting space for the visiting members of 
the vast and loose-knit world of PTA. 
“The long facade of the building will 
be strongly horizontal, alternating stripes 
of continuous glass windows with stripes 
of blue glazed brick spandrels. Limestone 
will clothe the ends, with a stack of win- 
The cost 


dows to emphasize verticality. 


estimate is about $20 per sq. ft. 

“This will be a completely air condi- 
tioned building. The windows will be only 
4’ high, a size which reduces the air con- 
ditioning load and also makes the outer 
several feet of office periphery much more 
endurable in considerations of draft and 
glare than the usual high windows. We 
knew interior space would be lighted elec- 








mw 


trically most of the time anyway, so we 
decided to make that a frank factor in 
design. The only movable sash will be 
that required for window washers. 

“For sun control we are using store-ty pe 
awnings, which in summer will deflect ex- 
cess light and heat before it gets into the 
room (awning boxes also serve as runways 
W in- 


dows are continuous and the exterior wall 


for window washing equipment). 


is smooth inside, with columns projecting 
outward in plan. Partition walls can be 
attached to any spot in the exterior skin- 
wall including the glass. A plastic gasket 
at the exterior end of the partitions takes 
care of this—as indicated in the detail 
drawing to the left.” 
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1925: it was the height of a big housebuilding 


boom by small builders without architects. 


THE CRYSTAL BALL 


in which the professor foresees 

a new group of architectural giants, 
featherweight construction, 

‘thermal banquets’ and 


architecture by the square mile 


New York Public Library 





1950: the architect began to care in a big way 


about houses for all the people. 


“Young men,” said the professor, “seldom look far into 
the future, and indeed they can’t. I, myself, can tell you 
more about your opportunities in 1975 than the brightest 
young architects, judging by the way they talk about the 
next 50 years.” 

He looked down at the manuscript in his hands, which 
was a rough draft of that very symposium which appears on 
page 165. He looked up at the young friends around him, 

“For example | see certain names mentioned here again 
and again. They are today’s ‘giants,’ the men you call the 
great ‘pioneers.’ Sad though it sounds, I predict that with 
possible exceptions these will not be the names topmost in 
the minds of young men in 1975. How do I know? Because 
they were not before 1925! 

“It was then I was young myself. And a good time to be 
young it was, because architecture had only just discovered, 
in a big way, that it must participate in the 20th Century, 
And it hasn’t yet penetrated very far—but here | am getting 
ahead of myself. 


Giants of 1925—and 1975 


“In 1925, Frank Lloyd Wright was already 57 but the 
only monograph in English on his work had been published 
that very year—over in Holland. Corbusier had been prac- 
tising since 1911 but the first excited young Americans 
were just bringing back from a Paris exposition copies, 
paper-bound and in French, of his proclamation Vers Une 
Architecture. The others were known still less. 

“I’m very glad to see all you young men so fascinated 
by these leaders, and for a special reason. The one great 
thing each of them has to convey to you, for keeps, is 
simply the special quality of his own human courage and 
greatness. That and that alone time can’t kill.” 

Pausing a moment, and noting that none yet stirred, the 
professor took a breath and launched somewhat stubbornly 
on his next attack. 

“There is one major mistake that most of you seem to 
make. You think that 20th Century architecture has already 
pretty well ‘arrived,’ at the hands of the great pioneers, and 
from here on out it’s a question of refinement, or ‘art. 

“I believe, on the contrary, that the needs of 20th Century 


industrial society have been barely scratched, by either the 


1975: deployed featherweight semi-autonomous 


shelter structures, such as ‘Bucky Fuller's? 


Julius Shulman 
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1925: the homeowner revelled in his 


fine new plumbing fixtures all lined up. 


Brown Brothers 


1975: by means of ‘thermal banquets’ 


might 


architecture of today or the building of today, and that 
there is a big opportunity ahead for major development. 
We can demonstrate this by talking a little about three 
things: first, structure and space; second, man-made climate 
considered not as engineering but as an art; and third, the 


relation of building and architecture to big geography. 


Still needed: radically more efficient structures 


“Back in 1925,” continued the professor without a pause, 
“it dawned on the architects that engineers were producing 
vastly better structures. A young teacher at Michigan, 
named Lénberg-Holm began showing his students pictures 
of grain elevators, factories, and the backsides of big city 
buildings because their structure was more honest and direct. 
“Le Corbusier saw that they were also more dramatic, 
more plastic. He adapted their forms to polite building and 
refined them. 

“Wright tried something more with industrial construc- 
tion: he set out to swallow it. All his life Wright has been 
absorbing industrial materials and industrial methods into 
the geometry of his Persian palace, the carpet of his far- 
flung Usonian village. 

“Mies has taken the structural framework supplied by 
existing industry, cleaned it up, simplified it, expressed it. 

“Now my point is that all these existing pioneers have 
in one way or another been making adaptations between 
architecture and existing structural methods permitted by 
industry. But some very few have begun on the new need, 
which is one of radical exploration of new structural 
methods. Matthew Novicki was perhaps on the way, engaged 
in direct collaboration with the more creative engineers on 
joint discovery. And it is this radical need which has at- 
tracted the fanatic adherence of the young architectural 
students who work with Buckminster Fuller. They are out 
to provide better space with something like one one-hun- 
dredth the weight of inert material. 

“You see, with World War II a certain major era ended: 
the era of profligate waste. America has awakened to such 
hard facts as the exhaustion of her great Mesabi iron range, 
the depletion of nine-tenths of her forests. From here on 


1950: the fixtures are absorbed into a 


room for private pleasure in the bath. 


we 












Roger Sturtevant 
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regain medieval pleasures? Yr ¢ kt <2 


New York Public Library 


out it will be our hard necessity to do more with less, and to 
hurry up about it. 

“Our first great pioneers were mostly adapters but the 
limit approaches of what can be done by adaptation, and 
those who merely refine the ideas of those pioneers are 
going to be nothing but apple polishers. What we need is a 
vast new structural creation, 

“The engineers won't be able to manage it—not intuitive 
enough about human needs and desires. It will take team- 
work with creative architects.” 


And man-made climate—as an art 


Here the professor did indeed pause for a while, then 
suddenly shot a new question : 

“You have all of you heard a great deal about such 
things as ‘thermal comfort’—have any of you ever imagined 
such a thing as a ‘thermal banquet’? 

“Il thought not. But I have been thinking about it 
privately for quite a while. And it can be explained—quite 
rationally, too! 

“If you really needed proof on how very little the idea of 
architecture as an art has penetrated into the modern 20th 
Century world, all you need to do is listen to the art 
architects talk about the mechanical engineers. Such scorn! 

“To such art architects, bent on creating beautiful strue- 
tures enclosing wonderful space, the very idea of heating 
engineers or other mechanical engineers, with their pipes, 
ducts, and statistical tables, is abhorrent. These art architects 
prepare a feast for the eye and through the eye for the 
heart and mind, the way traditional architects did who built 
the cathedrals. All else is secondary and unimportant to 
them— it’s not ‘art.’ 

“Yet the science of heating and lighting and acoustics 
and all the other technologies that add up to a ‘man made 
climate’ within buildings are a grand new achievement of 
the 20th Century, needing only imagination to convert them 
into genuine art. 

“The fact is that a man who walks into a building is not 


just a disembodied pair of eyes. He brings his lungs with 























































































































him and his pores and his ears and nose; and every one of but places, for architecture, as a rich art, is all-surroundine 
, . Ry 5 ee a oo) 
these senses keeps reporting to him ‘this is—or is not—a not poorly ‘visual.’ 
good place.’ A d cS ; ' 
: nd what about that ideo of ‘“‘geo-architecture” 
“No matter how beautiful the shell of an egg, it produces , 9 Bio er? 
i ees enter hind to warm it The professor chewed for a minute on his pipe. 

“The only part of this total environment of tie ais’ “I once gave some students the problem to design with ’ 
tects have yet made an art is the flow of light through it— deliberate changes of heat for sheer pleasure just as they 
because that is visual, and for thousands of years archi- now design with changes of light for sheer pleasure, They 
tects have been mistaught that architecture is just one of did right Wen—-eesept that ers of them thought I was 
the ‘visual’ arts. What rot! It’s visual, social, and environ- asking only for ‘climate control’—the design of a house to 
entetel make the best of existing conditions of climate. 

“Soon architects will be working with the mechanical en- “It was hard for them to get through their heads that 
gineer just as freely as they work now with creative light- your pores don’t know the difference between a breeze 
ing engineer Richard Kelley, and for the same purpose. In produced by a fan and one produced by outdoor pressure 
lighting the day is past when ‘comfort’ conditions are differentials. 


. ; “It seemed em somehow that cor i 
enough—the creative young architects and engineers are it seemed to, them sum controlling natural 





working on past it toward pleasure and joy. Soon the same brecses was ‘art’ while Fite: ign Ti ‘sctence’ and less 
kind of feast will "be prepared for the pores. It will be worthy. I say that one science is merely another extension 
not just ‘thermal comfort’, but a thermal banquet. When - FIN! -_ wre gv Sane ae — last 
that day comes we shall be able to enjoy in our homes all little point, the relationship of architecture to big geog- 
the delights of a Turkish bath—sensations of warm, cool. raphy. . 
thrills of sudden chill or heat, refreshing and reinvigorating, “W hen industry, during the last aren eee began 
creating a new sense of what Dr. Winslow calls ‘euphoria.’ producing plate glass and radiant heating in quantity, 
“If you think that’s all fanciful, please study your Gie- Lady Architecture walked right through the plate glass 
dion on the social pleasures of the medieval bath—but window, and she has kept on walking. The cartoonists’ 
wherever Giedion says ‘bath’ please remeber that bathing jokes about bringing the outdoors in and the indoors out 
is only one of many ways to enjoy warmth in buildings. show how well she likes her new freedom. She keeps right 
“If you stretch the notion some more to include all the a eens, further and further. 
senses, you may even catch up with the novelists. When Even the English, who talk the best game of ‘landscape’ 
Stendhal, in Rouge et Noir, wrote his wonderful description architecture, discovered at last that a tree could be a part | 
of a cathedral, he included the toll of the bell and the odor -—-“"2t_ only of the landscape but of architecture itself. It | 
of the incense quite as naturally as he spoke of the depth was through American houses such as Philip Johnson’s that 
of the weve ated its bentinoes darkness. they saw how you could build outer walls of stone fences | 
“The duty of architecture is to produce not just spaces and trees. | 


“Between now and 1975 the idea will be further anchored 
down and the landscape will be not only the ‘site’ for 
architecture but an integral part of man’s ‘dwelling.’ When 
you think how horrible most of our man-made setting is 
today, the assignment is formidable. 


Wh-u about ‘geo-architecture’ ? 


“Some young man began writing the other day about 
‘geo-architecture.’ That’s getting a little fancy about my 
idea. But it’s in the cards. In 1925 none of the big groups 
we now take for granted even existed—there was no Rocke- 
feller Center, no Stuyvesant Town, no Levittown. Neither 
was there a correlated network of shopping centers, new 
industrial districts, built as single operations. Those opera- 
tions take in such ever increasing chunks of land that the 
land itself becomes the most important and integral part of 
the picture. Perhaps our climax so far is the TVA, where 
the ‘building unit’ was far bigger than the biggest dam. 

a. The ‘building unit’ was nothing less than a valley 40,000 
, 7 miles square, the home of 2 million people.” 


New masters of imagination for tomorrow 


“So now you have my guesses. I say that architecture 
must help find a new order of construction, doing more 
with a small fraction of today’s material. I say that it has 
expanded again from being a ‘visual art’ to being truly an 
all-encompassing environmental one taking in all the senses. 
And that rapidly vast areas of geography are becoming 
literally a part of man’s constructed home. There is room 
for new giants of imagination.” 

The professor listened. 

“Yes I agree with you about the supreme danger of 
atomic energy—but that’s the negative side of a tremendous 
power opportunity.”—D. H. 
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Babcock Press of Canton, Ohio, replaces 
metal siding with durable Cemesto Panels 
Contractor: A. G. Stafford Co., Canton, Ohio 


Above: View of workmen replacing printing plant's worn-out cor- 
rugated steel siding with Cemesto Insulating Structural Panels. 


Right: Same building—now with permanent, weathertight, main- 
tenance-free walls of Cemesto Panels 
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Now, build insulated curtain walls for only slightly more than 
the cost of ordinary uninsulated construction! Cemesto Insu- 
lating Structural Panels quickly, thriftily build permanent 
curtain walls that require no exterior or interior finish... 
can’t corrode ... never need maintenance! 


Widely used for roor pEcKs and PARTITION WALLS, as well as 
CURTAIN WALLS —Cemesto Panels offer many advantages and 
economies. They not only speed up work and cut costs in con- 
struction of all kinds—but they also insulate as they build! 


Cemesto Panels Offer Many Unique Advantages. Ce- 
mesto Panels consist of a core of Celotex cane fibre insula- 
tion, to which a non-combustible cement-asbestos facing is 
bonded on both sides by a vapor-resistant, moistureproof 
adhesive. 


These rigid, pre-formed units are light and easy to handle, 
yet have remarkable structural strength. Their smooth, hard, 
stone-gray surfaces have a light reflection value of 58% 
provide attractive exterior and interior finish . . . no costly 
painting required! And their insulating core is protected by 
the exclusive (patented) Ferox® Process against fungus, dry 
rot, vermin and termites! 


Cemesto Panels insulate As They Build. Because of their 
high built-in insulation value, Cemesto Panels make any build- 
ing cooler, more economical to air-condition in summer... 
warmer and thriftier to heat in winter. They make possible 
more comfortable, healthier working conditions. And this 
pays off in improved employee efficiency . . . reduced acci- 
dents . . . increased production! 


Cemesto Panels are Amazingly Versatile. Cemesto Panels 
resist fire, weather and wear. Can be worked with ordinary 
tools on the job, or pre-cut at the mill for faster application. 


Cemesto* curtain walls need no 
exterior or interior painting 


Cemesto combines amazing structural strength, high insulation value, 





exterior and interior finish— 
all in a single handy 
panel that’s quick 
and easy to apply! 





Quickly, easily attached to steel framing with metal clips, or 
to wood framing or wood members with nails. And they are 
easily demountable, fully salvageable. 


Cemesto Insulating Structural Panels make possible im- 
portant economies in the design, construction and mainte- 
nance of every type building .. . from giant industrial plants 
to modest homes. Almost 20 years of varied use in all climates, 
all over the world, have proved their stability, permanence 
and performance. Discover how they can help you build 
better, faster ... and at lower cost. Mail coupon below for 


complete information! * nee. U. 5. PAT. OFF. 


The Celotex Corporation, Chicago 3, Illinois 


CEMEST@ 


REG. U.G. PAT. OFF, 


INSULATING STRUCTURAL PANELS 


frcccccoo-- MAIL COUPON TODAY! «<<<<<<<<-4 
' The Celotex Corporation, Dept. MB 6 ; 
! Chicago 3, Illinois ; 
! Please send me FREE your 40-page Manual giving full tech : 
: nical data on Cemesto Panels, plus latest design and applica- } 
{ tion recommendations. I am particularly interested in ! 
: [) Curtain Walls [] Partition Walls [] Roof Decks. ; 
: Name — 
Address ; 
; City Zone State ; 
L oseeseewssannwd 





THE MAGAZINE OF BUILDING + JUNE 1951 























Photos: J. Alex Langley 


Question is whether pressures against side of enor- 
mous exposed slab like UN Secretariat can be cal- 
culated by same formulas used in smaller situa- 
tions. Results of construction in wall have indicated 
the answer is no. Big winds hit exposed river-side 
site in Manhattan and distort themselves in escap- 
ing around and over building. Abnormal high pres- 
sure area to windward is matched by extreme low 
pressure area to leeward. 
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TECHNICAL REPORT | 


Buildings with glass and metal walls are b 


eing ins red 
all over the country by the I 


IN’s pioneering example | 
“Every architect designing a glass and metal Skin ai 
a big building can save his client thousands of dollars 
by studying what is being done now to the UN Secre. 
tariat to make it weathertight. I know—because I'm 
profiting by the UN experience to save my own clien 
a great deal of money.” So said a very famous architect 

The Secretariat can teach lessons not only in weather. 
proof detailing, but equally important in the causes of 
leaks in buildings which follow the current direction 
vertical slab design. 


of 


Beating the leaks in a glass 
and metal wall like the U.N/'s 


What is the actual pressure effect of high velocity wind and 
rain when it hits an immense, smooth surface like the UN 
Secretariat’s wall (500’ high x 287’ long; maximum depres. 
sion for window glass about 4’’) ? 

To what degree can conventional detailing be incorpora. 


ted into such a wall without danger of leaks? 





These questions were asked by a hurricane. First indica. 
tion of unusual conditions to be borne by the Secretariat 





was Nov. 25, °50, when a historic, freakish east storm 
screamed against the seaboard. The storm was saluted by 
rising roofs in the New York suburbs of Long Island, West 


Tests indicate updrafts in extreme winds have 
driven rain up into large weep holes and it has 
flooded over head of window into balance box, there 
to find a way out into the lower pressure area inside 
the building (see drawing right). There has been 
some leakage also through top of doublehung 
window. 


Stainiess steel weatherstripping at meeting rail, 
subjected to extraordinary pressures, also has 4l- 
lowed some entrance of rain, since last fall’s hurri- 
cane. One hypothesis is that spring was depressed 
and dented in installation by cinders blown from 
nearby steam plant. 


LOW PRESSURE 


ati 


Some rain has also boiled in flat sill and penetrated 
weatherstripping at bottom of window. Agalf 
weatherstripping may have been dented oF de- 
pressed by dirt during insertion, or in subsequent 
opening and closing of window. 
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chester, and New Jersey—where insurance companies paid 
off more claims than ever before—-and by shattered glass 
and leaking windows in a number of big N. Y. City office 
buildings. Because the monumental UN slab stands on the 
east shore of Manhattan, the wind hit it first and hardest, in 
gusts as hard as 94 mph, according to weather department 
records. The 8 x 10 fixed sheets of 14’ 
both long sides of the first floor lobby caused trouble first 
_. the terrible wind, probably helped by flying debris from 
other construction on the site, blew in one of the sheets. When 
that happened, says Lou R. Crandall, head of Fuller Con- 


’ plate glass walling 


struction Co., who was w atching, a set of the glass plates on 
the other side, to leeward, was sucked out by the tremendous 
pressure difference between the now ventilated inside of the 
building and the low pressure lee. At once, more of the 
big sheets of glass began to shatter. 

The windows, as was happening all over the city, also 
leaked. But there was a difference between the UN building 
and the rest of the city’s towers. The UN had a new wall 
that was virtually all window—-the famous outer skin of 
metal and glass. So as a wall it leaked more, and has leaked 
again in other subsequent storms. 

The window manufacturer, designers, and builders started 
an investigation immediately. The lobby’s glass walls could 
be replaced easily and reframed, but the question of the 
window wall was more intricate. Windows of the same de- 
sign, 40,000 of them, had been in use elsewhere since 1935 
with excellent performance records. The details of the part 
of the wall which might be admitting the water were not 


unfamiliar, except for unusually large weep holes in the 
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bottom of the spandrels—designed for easier drainage, ac- 
cording to the detailers. 

So the big question was: do the formulas for calculating 
the high, windward-side pressure, and low, leeward-side pres- 
sures that apply to smaller buildings apply also to this build- 
ing—and other gigantic metal and glass slabs now on draw- 
ing boards? The answer seemed to be no, but actual measure- 
ments on the building were not complete. The bigger the area 
of the test, said a mathematician, the more extreme the con- 
ditions, beyond any usual formula. The shape was important, 
said an aeronautical engineer: the further from a square 
shape you design in the vertical surface you present to the 


wind, the greater will be the pressures built up on that sur- 
face (a long narrow wall, 100’ high and 900’ long, could be 
expected to have more pressure generated against it than a 
wall of equal area, dimensioned 300’ long x 300’ high). The 
people who worked in the Secretariat became deeply in- 
terested in the aerodynamics and had interesting observations 


to report too: in a light wind a paper airplane launched from 


a window on the upper floors would sail out, make a curve 


around the corner of the building, and return to the opposite 


face at almost the same window. As in other skyscrapers, 


rain in a wind often did not rain down near the wall of the 


building, but actually rained up, driven by strong updrafts of 
wind seeking to escape over the top of the wall. Maybe this 
rain was actually being driven up through the weep holes 
in the bottom of the spandrel sections; if so, what happened 


to it in there? 


Professor Walter Voss was brought down from MIT to set 
up a testing program which would find out. The most press- 
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(Continued on page 212) 


Recommended alterations to windows and spandre!l 

include adding (left, in heavy outline) a section to 

the bottom of the spandre!l which would baffie the 

> weep holes so rain could not be driven directly up 
into them. This would also make the dam more 
than 2” deep against pressure differences inside and 
out. Head gasket of plastic would guard top win- 
dow, even if left unlocked. 


‘ 


Continuous plastic strips are recommended to be 
placed in void in the lower sash meeting rail, with 
3” blocks at the ends in the upper sash meeting rail 
to engage the parting strip. Tests have indicated 
this will seal this intersection up to wind and rain 
velocity of 90 or 100 mph. 


Sill gasket is prescribed to stop any teaks at bottom 
of window. Aluminum channel would be screwed to 
sill inside, and would support plastic gasket against 
bottom of window. Plastic to be used is estimated 
to have life of at least 15 years, probably with good 
service beyond that. 
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TECHNICAL REPORT 


DUCTILE STEEL TUBING, a low cost replacement for copper in radiant heating 























Biggest housebuilder Bill Levitt and biggest cor- resistance demanded by many 
Sins Sunsbe Study | poration General Motors had something new for cording to heating engineer Jalonack, ! 
‘ ' housebuilding last month. To replace a dis- water is recirculated, as it ig jn Most 
{ appearing commodity, copper tubing for radiant tems, there is a negligible amount 7 
| } heating in floor slabs, they are enlarging the corrosion, Also, once the Pipes are 
| | supple cold rolled steel tubing made by GM for in concrete, they are no longer Xposed ty 
a8 auto gaslines and Frigidaire cooling coils, and and cannot rust externally, Because a 
Ff will plant it in the slabs of Levitt houses to carry torial and word-of-mouth) ig a big 
FP circulating hot water. The war squeeze is on tor in his project, Bill Levitt decided aos 
| ¥{ steel as well as copper, of course, but not as plain steel (which might rust a little ly; 
' +] hard; and there is another advantage to the butt- on the site but would cause no real 
| ; welded steel tubing: it costs only half as much against the copper plated pipe (which 
| as copper. It has some of the characteristics of sound bad after his “all-copper” Sales pri, 
~ copper, notably delivery in coils, and GM is also favor of the shiny silvery terne coate) 
ready to preform panels. Irwin Jalonack, the The design of the panels would not be the 
|| Levitts’ top technical man, has already poured by the change in material and Levitt hai 
two test slabs and made plans to use the tubing bending equipment already set up at his 
y in the next crop of houses. handling aortic artery, the North Shore § 
| Almost as ductile as copper, the tubing can Co. But for the builder without the 
be shipped in 120’ lengths in neat 2’ wide rolls. means, General Motors would preform thenij 
|| It can be formed easily and requires far fewer to specifications at its Rochester Produ 
», welds than other steel tubing, which is available Rochester, N. Y., providing quantities of gi) 
‘* in lengths only up to 20’. (Each welded joint is adequate to make a production run, Prigg 
not only an additional labor expense but a point new tubing, cut and delivered to the job, 
} of brittleness in the coil.) The tubing is made in 81% cents per ft. for the 5g” outside diame 
.. four outside finishes—plain, coated with terne in orders of 10,000 ft. Handling costs 
h alloy (93% lead, 7% tin), copper fused or cop- about 10% more than copper. Only 
per plated. The latter three provide the corrosion hitch: short steel supply. 


FIBER TUBING, economical substitute for metal duct work in warm air heating 


Pako Photo Service 


_ Because of the simplicity of installation, heat- shipped in lengths as ordered by the conn 
ing efficiency and low cost, warm air perimeter or in standard 18’ lengths and then cit al 
systems (which run about $600 complete with job. Cutting can be done either witha 
























furnace) have become increasingly popular since power saw. Fiber collars 12” long and 
the test applications conducted at the University adhesive tape are available for joiniy 
of Illinois (see Radiant Warm Air Heating De- straight runs. For bends, elbows and Tk 
sign, THE Macazine or Buitpinc, Aug. °50). dard metal accessories are recommended. 
Curtailed use of metal in residential construction with asbestos paper, the new tubes are 
need not affect future installations of perimeter hold the heat more efficiently than metal 
systems, thanks to a new asbestos coated fiber also are said to be cured by the heat 
duct introduced by Sonoco Products Co., Harts- through so that the longer they are in 
ville, S. C. With this fire resistant tubing, called harder they become. They are plasti 
Sonoairduct, the metal required in a perimeter and will not delaminate when subjected 
layout is cut to a nominal amount for fittings, ture. Roger Follansbee, president of 
registers, small grilles, and the furnace itself. Homes Systems, Inc. and midwestern d 


The largest part of the system—the supply and of the new product, goes so far as to 
return lines, usually handled by metal pipe or Sonoairduct can do “virtually every # 
ceramic tile—can be assembled with these lami- round metal pipe will do.” 
nated fiber ducts. Present usage of perimeter heating 
In addition to unrestricted availability, Sono- be limited to homes built on slabs & 
airduct has another vital point in its favor: cost. houses the tubing runs radially from te 
Price for the 8” diameter tubing is about 18 1/3 like spokes from a hub, and in larget 
cents for lin. ft. (f.0.b. shipping point in 100’ less homes and commercial structures, 


lots) as compared to about 28 cents for metal loops of tubing distribute warm air! 
and 54 cents for ceramic tile. Installation costs erous registers. These heating syste® 





are low, too. Weighing only about 11% lbs. per necessarily confined to slab construct 
lin. ft. in the 8” size, the pipe can be manipulated ever. “Perimeter” heating refers 
in long lengths more easily than other materials, method of distribution but only to t 
making leveling and fitting simpler than with delivery, i.e., the outside walls—p 


short runs. One heating contractor has reported neath the windows (where there is the 

to the manufacturer that a complete duct system heat loss). Perimeter systems also 

was laid ready for pouring in 20 minutes, ned for homes with crawl spaces # 
The tubing is made in lengths up to 25’ in where the conventional trunk and bras 





diameters ranging from 2 to 24”. It may be bution is used. 
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Want to cut on-the-job costs ? 


Choose 


Pittsburgh Doorways! 


a erie, ge z 





In remodeling this furniture store, Architect Charles 
Kendall of High Point, N. C., included a Pittsburgh 
Free-Standing Doorway. 





@ Because they are factory-assembled to precision 
standards—reach the site in one “package'’—Pitts- 
burgh Doorways cut labor costs substantially. They 
eliminate time- and labor-consuming details of fitting, 
locating and calculating in the fleld. In fact, all that's 
necessary is to unpack the frame, bolt it into the 
building opening and hang the sturdy Herculite Doors, 
for whose strength the frames have been especially 
engineered. 


This cut-away view of the Free-Standing Pittsburgh Deer- 
way shows the 6”-—-10.5 Ib, steel channel which is con- 
tinveus through the massive, extruded aluminum frame. 
Perfectly mitered corners enhance the rugged beauty of 
the frame. The Pitico Premier 72-A store front sash illve- 
trated is one of the many members that con be etieched 
to the substantial frame casing. 


That is why we suggest that, when you are con- 
sidering doorways, you give serious thought to two 
important factors: quality fabrication and total-installed 
cost . . . not just the list price. And when you do, 
you'll select Pittsburgh Doorways every time! 


We'd like to send you complete information on 
Pittsburgh Doorways. So, why not write today to 
Pittsburgh Plate Glass Company, 2167-1 Grant Build- 
ing, Pittsburgh 19, Pennsylvania? 


DOORWAYS 


CHEMICALS 





PAINTS GLASS BRUSHES PLASTICS 


~~. 


PriTrTseeur oa 


PLATE i ey eS COMPANY 











= ee 








THE MAGAZINE OF BUILDING 


+ JUNE 1961 


211 





om 


1) 


ee 


er ER 


wishes rs 





TECHNICAL REPORT 















(Continued from page 205) 


ing requirement was to design alterations to 
the wall now in use which would enable it to 
stand up under conditions more strenuous than 
had ever been faced. He took sections of the 
wall and tested them under severe laboratory 
conditions (probably severer conditions than 
ever faced, even in the big storm) by building 
a pressure box of which one side was the 
typical window wall section; he increased 
pressure inside the box to simulate various 
wind velocities, introduced water to simulate 
rain. No windows, except submarine windows, 
had ever been tested more mercilessly. 








He observed that at high velocities in his 
strenuous test set-up the wall leaked through 
head, sill and meeting rail. The stainless steel 
weatherstripping had been placed on the job 
in the open, of course, with a nearby New 
York steam plant spewing tons of soot and 
cinders toward the job daily; perhaps cinders 
had been caught under the weatherstripping 
and formed avenues for water. Substitution of 
new solid plastic weatherstripping could fix 
that. 

But in a 63 mph wind, the pressure differ- 
ence between the outside and inside of the 








So Economical 


to MAINTAIN 


“The Electric Power Board of Chattanooga 


welcomes the use of electricity including radiant 
ceiling heating for heating homes designed for its 
use. Our records prove that it costs less to install, 


less to maintain and operates in comparable 
brackets to other heating methods. 


It is safe, clean and low-cost—ask any of our 


9,000 all-electric users.” 


THERE is no faster, or cheaper method of 
installing a complete modern heating plant 
to furnish maximum comfort and conven- 
ience, than with Ceil Heat. Now, everyone 
can enjoy carefree, automatic heat with the 
revolutionary electrical ceiling cables that 

rovide invisible radiant heat from above— 
just like the sun. 


THOUSANDS OF USERS—In Tennessee and 
nearby states where Ceil Heat was first installed 
users report that it has withstood the severest 
winter of a lifetime—has kept their homes cozy- 
warm even on the coldest days. 


NEW FREEDOM OF DESIGN—Ceil Heat 
makes it easier for architects to design more 
beautiful, more efficient homes by utilizing space 
formerly needed for registers, radiators, pipes, 
furnace, fuel storage, and cellar. 


EASY TO ESTIMATE. EASY TO INSTALL— 
Just staple the cable to the ceiling base according 
to simple Ceil Heat engineering directions, and 
cover with plaster. Quickly installed by a local 
electrical contractor. Simple to calculate heat loss 
and cable required. 


SAFE—Invisible Ceil Heat is out of reach of 
fingers, furniture and drapes, yet it keeps floors 
toasty warm. Its low temperature makes it the 


CEIL- HEAT 


ELECTRIC RADIANT CEILING CABLES 


and to OPERATE! 


safest heating system from standpoint of fire, 
burns or explosions. 


Robert E. Reeves 
Electric Heating Engineer 


ELECTRIC POWER BOARD 
OF CHATTANOOGA, TENN. 


TROUBLE FREE—Ceil Heat is waterproof, non- 


corrosive—nothing to get out of order. Fully ac- 


ceptable for FHA financing, G.I. insured loans, etc. 


CEIL HEAT IS THE STANDARD — Radiant 


ceiling heating is now used in homes from coast to 





coast. There is no finer system 
for uniform, low-cost carefree 
warmth. And, Ceil Heat sets 
the standard. Perfected solely 
by Ceil Heat Div., Homes, Inc. 
Sold only through electrical dis- 
tributors to approved licensed | 
electrical installers. 

| 


Limited FRANCHISE areas available. 
Write today. 


CEIL HEAT Division, Homes, Inc., Dept. M.B.4 ’ 
P. O. Box 1167, Knoxville, Tennessee. 


I 
Please send me—without obligation | 
—complete literature on Ceil Heat " 
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building would be sufficient to pull a column 
of water up 2”, theoretically, especially if air 
conditioning created a negative pressure in. | 
side; so he also added a sill gasket inside the 

glass, and another at the head, outside, provid. 

ing a 1” back pressure column. Even if the 

window were unlocked and slightly open, this 

would be a precaution against leaking at those 

points. 

But there was another trouble. The glass 
spandrel at the UN had been designed as all 
spandrels are designed, so that interior con- 
densation could drain down and out weep 
holes at the bottom. The back-up wall and the 
balance box of the window were flashed to 
protect them against water draining down, but 
this water was probably driven up. In the 
pressure box test, at extreme velocities, water 
flooded over the head of the window and 
caused leakage through balance screw holes 
which were left open for observation. Voss 
suggested remedy for that was to add a section 
to the bottom of the spandrel to baffle the 
weep holes so water could not be driven up 
into them, and thus also provide more than 
a 2” dam for a guarantee. 

There is more testing still to be done before 
any construction is started. Work is neatly 
completed at the General Bronze Co, oné 
large test set-up which will use an airplane 
engine to blast air and water at full size wall 
sections to get more nearly actual directional 
effeets of wind and water combined. Ant 
perhaps even more important, studies of the 
UN building itself should reveal just what at 
the pressures and peculiar water hazards 
created by winds blowing on such a mammoth 
exposed slab. 

The UN building, which had already ad 
vanced office building design in the biggest 
office building city, and apparently had licked 
a major design problem in the expansion rela 
tionship between glass and metal, was also 
going to advance man’s knowledge of the be 
havior of the elements. 
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JUST ONE YEAR 


Can you predict the building picture a year from now? Increas- 
ing building for defense and re-allocation of materials for 
defense production must be considered; manpower and time 
shortages will enter the picture. 





















WHERE WILL YOU BE? 


a in half the time, without the uncertainties of a conventional 
™ building! Field erection is easy, fast, standardized, requires a 
= minimum of skilled labor! 


Dealerships are still available in certain areas. 
For complete information, write Dept. F-4. 


SC 


Manufacturers 
of Gunnison 


eC UNITED STATES STEEL (US) CORPORATION 
oronade and CHAMPION Homes... NCS, 


NE W hb BAN 


“Gunnison,” “Coronado” and ‘Champion’ —T.M Gunnison Homes, inc. 
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PRODUCT NEWS — 











CAVITY WALL features new low cost insulation 


It probably was not long after man learned how 
te build with masonry that he found that two 
walls—with a space between—were better than 
one. In known use for thousands of years, cavity 
walls have always been good—but not perfect. 
The hollow cavity helped prevent heat loss and 
moisture penetration, but even in temperate 
climates the insulation provided by the air space 
alone was not enough, Recent attempts to im- 
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WASCOLITE 


Plexiglas 


DOME SKYLIGHT UNITS 


By actual tests, WASCOLITES let in 62% more day- 
light than conventional skylights. They are neat, 
and beautifully designed. Strong, shatterproof, water- 
proof and practically self-cleaning, they reduce main- 
tenance costs to a minimum. They are completely 
prefabricated — can be dropped into place in a matter 
of minutes. WASCOLITES open up unlimited possi- 
bilities for daylight engineering in industrial plants, 
schools, hospitals, residences and all types of buildings. 


Send for A.I.A. folder for the full story and name 


of your nearest WASCOLITE representative. 


Manufacturers of WASCO Copper — 
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To assure complete fill of the air space, insulation 


is merely dumped from bags into the cavity about 


three times during the progress of the wall. 


cheapest and Best! 


This single Wasco- 
lite unit added 100 
sq. ft. of valuable 
office space. The in- 
stallation of one 36” 
x 36” Wascolite 
transformed a dark 
narrow hallway in- 
to a pleasant work- 
ing area flooded 
with natural day- - 
light. 


clear 


on 


WASCO FLASHING COMPANY: CAMBRIOGE- MASS. 


Fabric Flashing —Copperseal 





prove this type of construction have been either 
expensive propositions involving furring and 
lathing for insulation on the interior surface, or 
pennywise failures with ineffective insulating ma. 
terials blown or shoved into the cavity, Too dense 
and too heavy, these insulations sag, settle, seep 
and soon defeat half their initial purpose: mois. 
ture protection for the inner wall. 


Bulld a better wall 


As its first major project, the year-old Struc. 
tural Clay Products Research Foundation dug 
into the $1,250,000 kitty staked for it by the 
Structural Clay Products Industry, and came up 
with a better, cheaper cavity masonry system for 
homes and commercial structures. Much credit 
for the success of the new wall could go to the 
development labs of Owens Corning Fiberglas 
Corp. for creating a pouring-type insulation 
which has good thermal resistance and low 
enough density to support its own weight without 
bogging down. Made of inorganic glasg fiber 
nodules, the material also is rot, termite and fire 
resistant. Handling is quick and easy. The in. 
sulation is simply poured from bags into the 
cavity. Cost of the fill is about 10 to 12% cents 
per sq. ft. in a 214” thickness. Because of the 
labor time saved, the cost of the SCR wall is 
appreciably less than that of a cavity wall re. 
quiring furring and lathing. 


Structure the same 


Basically the structural design of the brick and 
tile cavity wall is unchanged so there should be 
no difficulty meeting local code requirements. In- 











BACK UP TILE OR BRICK 
OR EXPOSED FACING UNITS 


(ASPHALT PAINT) 
FACING BRICK OR TILE 


FILL INSULATION 


INTERIOR FINISH 
(PLASTERED DIRECT 
OR LEFT EXPOSED) 


stead of furring and lathing, the plastering cam 
be done directly on the back-up material of, 
where the architecture permits, the interior m& 
sonry may be left exposed. Placement of wall 
ties, flashing, window and door frames, joists 
wall plates and anchorage, and provision of weep 
holes for adequate drainage are the same as it 
conventional cavity walls. However, because of 
the pouring method of insulation, special cat 
must be taken by the mason to smooth out the 
mortar squeezed from the joints on the inside o 
(Continued on page 220) 
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S| | BANK OF NEW YORK 
> Mois. 
- —BANKS ON YORK 
on dug 
by the 
ame up ' ~— 
tem for Take two multi-story buildings . . . Add that they were not de- 
h credit signed for air conditioning, but that now air conditioning is 
D to the wanted .. . Add that the most efficient use of funds is a must. 
: The sum total is a job unmistakably calling for York skill. Asa 
ni fn result, the Bank of New York and Fifth Avenue Bank is now air 
withes | conditioned by ¥ ork— 12 floors in its 48 Wall Street building and 
os fhe 13 floors in its 52 William Street building. 
and fire You are well acquainted with the difficulties of such an in- 
The in- stallation. And the choice of York to handle it points up York 
into the leadership again. 
Vo cents a 
e of the bis : : ; , 
wall is This is a timely illustration to cite because of two major develop- 
wall te ments that will increasingly affect the industry: 
As new commercial construction is superseded by new defense work, 
1 there is a proportionately greater call for air conditioning in the 
ick modernization of existing buildings. 
= 2 Air conditioning is being used more and more in the development 
aaa of defense production techniques of still higher efficiency—a neces- 
sity and an exacting assignment. £ 
In either situation, when you have an air conditioning problem 
you can profit by the things we have learned. Here’s the York 
ani story to remember: 
YORK offers you assistance with the YORK’s CERTIFIED MAINTENANCE 
most complete nationwide organi- CONTRACT relieves you of post- 
OR TILE zation of trained engineers any- installation responsibility, and re- 
where in the world. lieves the client of maintenance for 
a known-in-advance service fee. 
ON YORK has had more experience in 
mechanical cooling than any other YORK works through you .. . wher- 
organization ...75 years of it... ever possible all contract air con- 
SH : experience in doing jobs not easily ditioning is channeled through 
voset solved by precedent. architects, engineers, contractors. Architects on Air Conditioning: 
Voorhees Walker Foley & Smith 
Check today with your nearby York Representative listed in Contractor: Buensod-Stacey, Ine, 
the classified directory, or write York Corporation, York, Penna. Consulting Engineers: Meyer, Strong & Jones 
ring can ; 
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the cavity so that the fill will not catch on the 
rough ledges as it is spilled into the air space. 


Checks heat loss 


A 10” wall subjected to heat transfer tests at 
the Engineering Experiment Station, Pennsyl- 
vania State College, consisted of a high density 
brick exterior, a 244” air space, and 4x 5x 12” 
horizontal cell back-up tile to which 54” of gyp- 
sum sand plaster was applied. The cavity side 





of the interior wall section was given a single 


brush coat of asphalt paint. 


(Although no con- 


clusive data is available yet on the need for a 
vapor barrier in this type of construction, the 
Foundation felt that its application provides posi- 


tive insurance against condensation. 


A water 


emulsion type coating is suggested because it can 
be applied cold to a newly laid wall.) 
were made before and after the cavity was filled 
with the pouring-type insulation, Thermal trans- 
mittance of the insulated wall was found to be 


Tests 








Why architects are switching to Skylike 


SILVRAY INCANDESCENT 
LIGHTING WITH A 
FLUORESCENT LOOK 


Introduced only a few months ago, Silvray SKYLIKE 
lighting is already installed in showrooms, schools, 
stores, offices, laboratories, and other interiors. 


Architects have been quick to recognize SKYLIKE 
lighting as a unique combination of the best features 
of silvered-bowl incandescent units with the modern 
appearance of fluorescent-type troffers. 


Only Silvray SKYLIKE fixtures provide all these 
advantages: 


1.. High initial and maintained light output. 
2. Softly diffused shadows. 
3. Low brightness and 90° shielding. 
4. Neo flickering, blinking, or hum. 
5. Warm color—most desired by merchandising experts. 
6. Instant starting. 
7. Variable lamp size—150- to 500-watt. 
8. No light loss from darkened walls or ceilings. 
9. Floor-service relamping—no ladders or scaffolds. 
10. Hermetically sealed silver reflecting surface. 


SKYLIKE systems are flexible and easy to plan. 
Units fit 24” x 24” ceiling tiles . . . can be fully or 
partially recessed, or surface-mounted—in rows or 
patterns. 


For easy conversion to directional or accent light- 
ing, a semi-silvered-bowl lamp and a simple accessory 
are used to replace the original lamp. 
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Send coupon for Skylike booklet 

Graybar Electric Company, Inc. 

Graybar Building, 

420 Lexington Ave. 

New York 17, New York 

Please send me a copy of Silvray’s 

“SKYLIKE Louvered Incandescent Lighting 

Systems”. j 

N Title 

Firm 

Address - 

City es 
$15-136 











0.12—less than half that of the same wall with 
furring and lathing. Temperature of the inside 
plastered surface on the insulated section was 
about 8° higher than that of the uninsulated, 


Resists the wind and the rain 


Panels of the insulated cavity walls 8 }j \ 
16” wide were given water permeability tests at 
the Armour Research Foundation. Each hour for 
120 hours, 542” of simulated rain smacked the 
wall along with a 50 mile mock gale, The ex. 
terior brick was purposely built to permit ap 
average leakage of about 11% gal. per hour, No 
moisture was detected on the interior face 
throughout the tests. The insulation, which ae. 
cumulated water equal to only about 15% of its 
own dry weight, did not settle. It looked ag if 
the biggest bugaboos of cavity walls—proper jp. 
sulation and moisture resistance—had been over. 
come and Structural Clay Products Research 
Foundation blew a loud bugle at the AIA show 
last month. 

Information: Structural Clay Products Institute. 
1520 Eighteenth St. N.W., Washington 6, D, C 


ELECTRIC RANGES have dual purpose ovens 


Two of Frigidaire’s new electric ranges have 
large single ovens that permit preparation of 
different foods at different temperatures at the 
same time. To do this, the oven is converted into 
two separate ovens with a movable partition. The 
upper section has two heating units so that it may 





be used for broiling as well as baking or roast: 
ing, and the lower part is equipped with a single 
bottom heating unit designed for baking or roast- 
ing. Each section has separate controls, A cake 
can be baked in the lower section while a steak 
is broiled in the upper. Simply by moving the 
partition to the bottom, the two sections form 4 
huge 6,160 cu. in, oven. The RO 50 and RO 60 
(which will sell for about $337.75 and $364.75) 
also feature an electric time signal with tw? 
different speeds for short and long cooking 
periods, and a spacious storage drawer. 
Manufacturer: Frigidaire Div., General Motors 
Corp., Dayton 1, Ohio. 
(Continued on page 224) 
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ideal waterproof sheeting 


for 1001" 


‘adustrial applications 





Nervastral Seal-Pruf sheeting is not only 
completely waterproof, but offers a pliability 
and elasticity that makes it easily adaptable to 
a variety of industrial installations. 


WATERPROOFING QUALITIES 


Nervastral Seal-Pruf satisfies every type of 
waterproofing specification, because one ply 
will withstand a minimum of 40 pounds pres- 
sure p.s.i. against outside water. 


ELASTICITY 


The excellent coefficient of elasticity in sub- 
zero temperatures of Nervastral Seal-Pruf per- 
mits it to follow expansion and contraction of 
structures without ineahing. 


In addition, this unique sheeting is highly 
resistant to alkalis, acids, salt water and chem- 
icals, and it is not affected by the laitance of 
Portland cement. 


SUNKEN GARDEN 
Nervastral Seai-Pruf Sheeting, Type 60 
/ (Installed with layer of mastic 
underneath and on top) 09 











Hanging Ceiling 








Nervastral Seal-Pruf waterproofs lo- 
cations under sunken gardens — pre- 
vents ingress of cold air to rooms 
below, and condensation on ceilings. 





Nervastral Seal-Pruf affords an ideal medium for: 


MEMBRANE WATERPROOFING 


of foundations, retaining walls, base- 
ments, subways, tunnels, etc. which must 
be watertight. 


SPANDREL BEAM WATERPROOFING 


DAMPPROOFING CONCRETE FLOORS 
AT GRADE 


WATERPROOFING SUMP and ELEVATOR PITS 
WATERPROOFING BOX and VALLEY GUTTERS 


WATERPROOFING and SHOCKPROOFING 
HEAVY MACHINERY FOUNDATIONS 
Nervastral Seal-Pruf not only gives com- 
lete protection from water penetration, 
bee helps to absorb shock and cut 

vibration. 


DAMPPROOFING HUNG CEILINGS 
Nervastral Seal-Pruf supplies an efficient 
moistureproof barrier, prevents conden- 
sation. 


PROTECTING STEAM LINES 


EXPOSED TO ATMOSPHERE 


Nervastral Seal-Pruf effectively water- 
proofs outside steam lines and equipment. 


The versatility of Nervastral Seal-Pruf is 
complemented by outstanding economy and ease 
of application. The 
actual cost of this 






























Finish ist Floor unique material is 
qrece BS less than that of me- 
., -» is tallic flashing, and a 
“a ‘ single layer does the 
s)he job... reducing labor 
es * 4 Nervastral cost. 
er Seal-Pruf 
32. me Sheeting, Nervastral Seal- 
+3 a Type 60 Pruf provides the 
pa F same degree of 
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a. Basement copper, but, unlike 
: antaetsnintne copper, it does not 
2 on require a mastic un- 
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v pe heres to Portland 
- ony cement grout. 
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ere thoroughly 
waterproofed with 
Nervastral Seal-Pruf. 


Write for full information and learn how 
NERVASTRAL SEAL-PRUF can do a superior 
job for you at less cost. We'll be glad to make 
recommendations based upon our extensive 
experience and your specific needs. 












The following authorized 
distributors of 
NERVASTRAL SEAL-PRUF 
stand ready to fill your orders 
promptly, and make 
rece dations based upon 
your particular requirements 











MeCredy-Rodgers Co. 
MeCrady-Rodgers Bidg. 
Newerk 8, N. J. 304 Ross St. 
Pittsburgh, Pa. 


Ringe! Bros. 
399 Elizabeth Ave. 


A. P. Weedsen Co. 
1313 4 St. N.W. 
Washington 5, BD. C. 


Askvue Supply Ce. 
7609 Grand Ave. 
Cleveland 4, Ohie 


Grays Ferry Brick Co. 
699 Fayette St. 
Conshohocken, Pa. 


Consumers Metorials Co. 
3716 Mentgomery Rd. 
Cincinnati 7, Ohie 
Construction Supply Corp. 
426 West 23rd &. 
Norfolk 10, Va. 


Houston Waterproofing Ce 
915 Hyde Park 
Hevseten 9, Texes 
The Howerd Co. 
228-280 Bovleverd 
New Haven &, Conn. 


Weailde Bros Ce. 
202 Sevthempten %. 
Beston 16, Mess. 


State Supply Ceo. 
24) test Street 
Baltimore, Md. 


Acme Builders Supply 
& Fuel Co., Inc. 
135 Menhetten Ave. 
Buffalc 15, N.Y. 





Hoiss-Kuhn-Chumen Co. 
2723 West 47th &. 
Chicago, Iilinois 











NERVASTRAL SEAL-PRUF IS 
AVAILABLE IN TWO TYPES: 


Type No. 30 
28 mils thickness. Rolls, 
72-ft. long —in widths 
36” — 30” — 24” — 18” — 
15” — 12"— 8". Other 
special widths provided 
On request. 

Type No. 60 


for heavy engineering 
construction. 


Reg. Trade Mark 
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RUBBER & PLASTICS 
COMPOUND CO., inc. 


30 Rockefeller Plaza 
New York 20, N. Y. 





yy a 
RUBBER & PLASTICS COMPOUND CO., INC. p 
30 Rockefeller Plaza, New York 20, N. Y. A! 


Gentiemen: Please send me further information 
about NERVASTRAL SEAL-PRUF. | am particularly 
interested in the following applications: 
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LAMINATED WALL BOARD is durable material 
for outside and inside use. 





By fusing a porcelain enameled light gauge steel 
sheet to a 4g” thickness of hardboard, Baltimore 
Steel Corp. has come up with a rugged, moder- 
ately priced building material. Exhibited last 
month at the AIA convention, Mirawal can sub- 
stitute efficiently for heavier gauge steel curtain these porcelain-on-steel-on-hardwood 
wall materials and serve successfully as interior panels make practical colorful walls for 
wall facings where a sanitary tile-like surface is 






Scratch resistant and easily cleaned, 


rooms which get hard use. 





Wii titty 


DON’T PUT MATCHBOXES' 


ON YOUR BUILDINGS! 








specify 


all-metal ZZarlga 


Cooling Towers and 
Evaporative Condensers 


Avoid the fire hazard of wood—by specify- 
ing all-metal Marlo Cooling Towers and 
Evaporative Condensers that offer complete 
safety—plus these important advantages: 


DESIGNED FOR INDOOR or 
OUTDOOR INSTALLATION QUIETER 


Compact Marlo Units can be installed 
easily indoors, or on the roof below the 
skyline . . . never spoil the beauty of 
your buildings. 


ECONOMICAL 


Marlo Units assure maximum water sav- 
ings ... up to 95% of normal cooling 
water demand. 





Interior surfaces are coated with special 
sound-deadening mastic; all motors and 
pumps are resilient-mounted. 


MORE DURABLE 
Marlo Cooling Towers and Evaporative 
Condensers are doubly-protected inside 
and outside against corrosion. 


Write for full details for ‘roughing in"’ 
for your specific requirements. 


™ 
MARLO "HEA Te ansren 


COIL CO. + 6135 Manchester Rd. + St. Lowis 10, Mo. 
COOLING TOWERS + EVAPORATIVE CONDENSERS + INDUSTRIAL COGLERS 
AIR CONDITIONING UNITS + MULTI-ZONE UNITS + BLAST HEATING & COOLING COILS 























































desired. Furthermore, its hardboard base acts as 


a sound deadener. Interior Mirawal, backed by a 


waterproof sealer, weighs about 144 lb. per sq, ft 
It sells for about $1.25 per sq. ft. installed, a 
price competitive with plastic coated wall board, 
The exterior paneling has a base of galvannealed 





steel and weighs 2 lbs. per sq. ft. It costs about 


$1.75 installed, considerably less than other por. 
celain-on-steel or all-ceramic products. Both the 
outside and inside types are made in 1] standard 
colors in a satin finish said to be fireproof, acid 
resistant, and stainproof. (Special colors can be 
obtained on large orders.) The panels are 2 
wide and come in 4, 6, 8 and 10’ lengths. Ano- 
dized aluminum moldings finished to match or 
contrast with the wall material are available from 
the manufacturer. Miratile, a sister product re- 
cently introduced, is made in 41” squares in 
nine colors. 

Manufacturer: Baltimore Porcelain Steel Corp. 


Box 928F, Baltimore 3, Md. 


PEARL-SPATTERED PLASTIC TILE is distinc 
tive floor covering material. 


Unusual styling and durability make Pearltone 
floor tile adaptable for many commercial as well 
as novel residential applications. Beauty salons, 
cocktail lounges and milady’s powder rooms 
where decorators specify this new material will 
assuredly scintillate underfoot. Reminiscent of 
the lacquered chairs and papier maché boxes it- 
laid with mother-of-pearl during the late Vie 
torian era, the floor tile is made of synthetic peat! 
fragments emerged in a monotone vinyl composi- 
tion over a cork base. The plastic provides good 


(Continued on page 228) 
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1, CURTIS AIR CONDITIONING 





with CONFIDENCE 


* Many years of outstanding performance records have given Curtis units —through 40 Tens 
an earned reputation for trouble-free operation. 





e There are 97 years of successful engineering and manufacturing 
experience ‘‘built in’’ all Curtis equipment. 


e Curtis packaged units are completely assembled, eliminating expensive 
on-the-job labor. 


e No expense has been spared in building Curtis units . . . yet they're 
competitively priced. 


e Curtis units will handle any air conditioning or refrigeration requirement. 


eA new 1951 Curtis Architects Manual will be sent upon request to 
licensed architects. Use your own letterhead, please. 





Evaporative condensers to 
match—cooling towers— 
and air handling units 


See the Cuntug 
Catalog tm 





2, 4, 6,8 Ton— Central Type— 
Packaged Types 10-15 Ten 





97 Years of Successful Manufacturing 





Curtis Refrigerating Machine Division 
of Curtis Manufacturing Company 
1914 Kienlen Avenve, St. Lovis 20, Missouri 
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wearing qualities; the cork, comfortable resili- 
ency. Because of the dispersion of the iridescent 
pearl element, traffic marks and other stains are 
not readily perceptible. The tile requires no 
waxing for maintenance, and dirt is removed 
easily with soap and water. Pearltone is available 
in seven background colors: red, yellow, blue, 
green, brown, gray and black. It costs about 95 
cents per sq. ft. and is made in 6, 9 and 12” 
squares YQ” thick. 


Manufacturer: Dodge Cork Co., Lancaster, Pa. 
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BASEMENT FL 








in summer the Weathermaker draws air through the filter (bot. 
tom right in cutaway view) diagonally up through the Cooling 
coil (upper left). Switched to cold weather operation, the unit 
draws air through the heating section (upper right), Compact 
in design, the year-round conditioner may be installed in a 
utility room (above left) or basement (above right). 


YEAR-ROUND RESIDENTIAL AIR CONDITIONER 
to be distributed nationally. 


Spiraling demand for winter-summer residential] 








‘Unusually attractive colors 


make Amtico outstgnding 


among rubber flodrs.. . 


SAYS 


GEORGE DAUB™ 


*Noted Architect 

AmrTICO offers the architect a large number of stock 
colors, many of them unique—an invitation to dis- 
tinctive design. When you have a resilient flooring 
installation that requires the maximum in looks, 
easy maintenance, comfort, quiet, fire resistance 
and the ability to stand punishing traffic for a life- 
time, specify AmMTICO—product of specialists in 
rubber flooring exclusively for 30 years. 


SAMPLES ON REQUEST 


A free box of 4°’ x 4°’ samples of Amtico 
in standard %"" gauge and all colors sent, 
with illustrated literature, on request. (Write 
Dept. MB-3) 


atte 
RUBBER FLOORING 


AMERICAN TILE & RUBBER COMPANY, TRENTON 2, N. 3. 
in Canada: American Tile & Rubber Co., Ltd., Sherbrooke, Quebec 








conditioners (See /n the wind for developers; 
Air Conditioning, THt Macazine or Bumping, 
April ’50) has dictated the increased production 
of Carrier’s 38B Weathermaker to three times the 
number of units made last year. Development of 
a new burner assembly and a sharp speed-up in 
production schedules will permit complete na- 
tionwide distribution of the year-round air con. 
ditioning unit by the end of this year. New 
models with burners designed for manufactured 
gas are now being tested and soon will be ready 
for production. With these alternate models, the 
38B introduced last year for use with natural gas 
now will be adaptable fer installations in areas 
with part or all manufactured gas. 

In one compact package operated by a single 
thermostat, the 38B provides filtered air circu 
lation, summer cooling and dehumidifying, and 
automatic gas heating. A single control switches 
the unit from cooling to heating. Suitable for 
commercial as well as residential applications, 
the unit has received American Gas Assn, ap 
proval. The cabinet is insulated against heat and 
sound transmission, so that it may be installed 





in a basement recreation room or closet near the 
living quarters. It is available in three capacities 
for different climatic conditions: 5 h.p. cooling 
and 190,000 Btu heating;5 h.p. cooling and 1y 
000 Btu heating; and 3 h.p. cooling and 140,000 
Btu heating. Installed prices range from $2,400 
to $5,000 depending on size of conditioner, instal 
lation, and whether a water recirculation device 
is required. Dimensions for all three combination 
capacities are: 43” deep, 52” wide, and 70” high. 
Flue connections can be made to the top or, where 
there are limited space problems, to the side. 
Return air may be brought through the back ot 
bottom of the unit. 


Manufacturer: Carrier Corp., 300 S. Geddes St, 
Syracuse 1, N. Y. 














(Continued on page 232) 
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The exceptional durability and resistance to in- 
dentation of Armstrong’s Linotile® has made 
this resilient flooring first choice for areas sub- 
jected to concentrated traffic or heavy furniture 


loads. Linotile’s smooth surface and extra 


dense composition provide a combination that 


keeps maintenance costs to a minimum. 


General Offices, The Best Foods, Ine. 
1 East 43rd St., New York City 


ARMSTRONG’S LINOTILE 


ARMSTRONG CORK COMPANY ® LANCASTER, PENNSYLVANIA 
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CEDAR TIMBER CONSTRUCTION SYSTEM cuts 
labor and material costs. 





Although designed primarily for the do-it- 
yourself crowd of young and muscular home 
builders, Apex Easy-Bild lumber holds many 
attractions for the more adroit and equally 
dollar-conscious construction trade. The more 
costly local labor, the more economical is this 
construction system rivaled in simplicity only 
by the children’s game “Lincoln Logs.” A 














solved with Qatomalic 900 a. SPRINKLERS 


PROBLEM e The maintenance of utmost fire safety without sacrificing modernity of 
interior design. 


SOLUTION e “Automatic 400° Ceiling Sprinklers—they blend perfectly with the 
appointments of the most tastefully arranged interior. 


RESULT e Beauty where you want it. . . protection when you need it. 


Full information, including installation photographs in color, is 
contained in our NEW BULLETIN 67. Write for your copy today! 


“ 





~ “AUTOMATIC” SPRINKLER CORP. OF AMERICA—Dept. M, P. O. Box 360, Youngstown |, Ohio 
Please send me without obligation, your Bulletin 67 on the “Automatic 400°’ CEILING SPRINKLER 


Name 





Company 





Street 
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Better Homes & Garden 


This contemporary log cabin built of Precisioneg 
cedar timber needs no interior or exterior finish 
Cost of all the wood parts for the 1,100 sq, ft house 
—including wall and roof planks, trim, Partitions 
and cabinet work—came to $3,100. 


complete building material in itself, Rasy. 
Bild forms the finished outside and inside wall 
surfaces, partitions, and ceiling. Cut from 
solid red cedar in 4, 8, 10, 12 and 16’ lengths, 
the 4 x 8” planks are tongued and grooved 
on top and bottom for snug, accurate align- 
ment. Holes are mill-drilled every 4 so the 
timbers can be slipped down on 4” diameter 
rods anchored in the concrete foundation at 
corresponding intervals. The rods, bolted at 
the top, pull the planks firmly together and tie 
them to the foundation. Rods are secured by 
nuts placed in the concrete foundation while 
it is still wet, or by patented wedges. Cost of 
the 8’ rods needed for a house about the size 
of the one pictured above is about $18. 

Not only does this building method elim. 
inate nailing, it also obviates the necessity for 
lathing, plastering, painting and even insulat- 
ing. The 4” cedar walls are said to have a 
thermal resistance equal to that of standard 
frame construction plus 2” added insulation. 
To bolster the characteristic moisture and de- 
cay resistance of the cedar, the planks are 
treated with a preservative during the milling 
process. The antitoxic chemical does not alter 
the appearance of the wood, however, and 
where paint or stain is desired, this dip coat 
serves as a primer. Easy-Bild arrives on the 
job fully seasoned and sanded. If the house 
is planned on a 4’ module, assembly is simple. 
Amateurs have set up the external walls and 
roof for a 1,000 sq. ft. house in about 200 
man hours. 

The timbers cost 70¢ per lin. ft. fob. 
Denver, Colo. They are also available in 2x® 
size for interior partitions. Minimum orderis 
a carload—10,000 to 12,000 lin. ft.—enough 
material for walls and roofs of three small 
houses with floor areas of 750 sq. ft. each. 
Wall material for a three bedroom house it 
the Denver area has been running about $850. 

(Continued on page 238) 
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Architects and builders have long been con- “working” due to temperature changes. And, 
cerned over the “critical areas” — the valleys, stainless has a natural beauty that needs no 
ridges, flashing, and gutters that fail under paint — yet it can be painted where desired. 


the normal attacks of the weather. The use of Steinless is stronger enables Sebllcaiohs #0 
stainless steel in these areas has proved to be use lighter gauges, and falnicaiast ory 
a desirable improvement. Stainless strongly sions ‘fight’ th eink jenn tisk sends 
resists rust and corrosion, making it ideal for unique combination of @ liti tet: ernlias 
ocean front or industrial areas. Stainless has sndiniaen’ 0° deuieeie aaa ten eae 
an extremely low coefficient of expansion — makes this precious stee! i ti sa aniekaded Ce 
tight joints stay tight. There is no excess defense purposes. At present our distribution 
is dictated by essential needs. In the future 
we will fill your need for stainless steel. 





SHARON STEEL CORPORATION 
Sharow, Penniyloaia 


DISTRICT SALES OFFICES: Chicago, Ill., Cincinnati, O., Dayton, O., Detroit, Mich., indianapolis, ind., Milwavkee, Wis., 
New York, N. Y., Philadelphia, Penna., Rochester, N. Y., Los Angeles, Calif., San Francisco, Calif., Montreal, Que., Toronto, Ont 
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THE ONLY FORM FOR 
STEEL JOIST CONCRETE 
FLOORS AND ROOFS 





orruform 








ECONOMICAL 















CORRUFORM 


sheets are easily placed. 
Fasteners are positive 
for all common joists 
and beams. Lapping is 
automatic. No sag or 
material waste.Concrete 
is placed and finished 
by common practice. 

















CORRUFORM 


is nearly twice as strong 
as ordinary steel of 
equal weight. Tough 
tempered tospring back 
under abuse. Provides a 
secure form for trades 
and concrete — no side 
pull on joists, beams, 
or walls. 



















SPECIFICATIONS 
Standard weight Corruform with 2 3/16 inch wide, 1/2 
inch deep corrugations. Weight .72 lbs. per sq. foot. 
Guaranteed average strength of 100,000 psi.— single 
test minimum strength 95,000 psi. 


GRANCO STEEL PRODUCTS 


(Subsidiary of GRANITE CITY STEEL CO.) 


Granite City, Illinois 


240 


CORRUFORM 


is true and level. No 
cleanup necessary on 
floors below, no un- 
sightly leakage. Bright, 
decorative corrugated 
pattern for exposed 
ceilings. Corruform is 
available plain, galva- 
nized or vinylprimed 
for painting. 


SEND 
FOR 
FREE 
AIA FILE 


TODAY 
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DELAYED ACTION SWITCH turns lights of 
after one minute. 


Looking like an ordinary light switch, the Eq 
delayed action switch controls light in the ni 
manner as a regular switch but When the toggle 
is snapped to the off position labeled delay, the 
light stays on for almost a minute—long 
for someone to walk about 7 


75’—and then goes 
out. This automatic action is accomplished 
through a patented spring loaded neoprene dig. 


phragm which operates in a sealed aluminum 


chamber. In home construction the Edeo switch 





can be installed on porches, in garages, bedrooms. 
hallways, basements and stairways. For busines 
applications, it is less expensive and easier to 
operate than industrial switches working on a 
timing device. Price to builders is about $167. 
Manufacturer: Electric Deodorizer Corp., 999% 
Broad St., Detroit 4, Mich. 


AIR DIFFUSER cuts noise of high velocity air 
distribution systems. 


Savings in metal through use of smaller duets 
may be a shining advantage of high velocity ait 
distribution but quietness has not been one of ils 
virtues. Anemostat’s high pressure aspirating 
diffusers recently put on the market should help 
tone down much of those systems’ whistle and 
whoosh at the receiving end. Designated & 
HPW-1, the new design has a control valve an 
sound trap which absorbs and attenuates the 
duct noise, and is capable of reducing it from 
to 40 decibels at a background sound level of # 
decibels—a noise level considered acceptable fo 
hotel rooms. It is a preinduction type unit which 
draws in room air, creates a half and half com 
bination with the primary air, and then d& 
charges the mixture into the room. Because of 
this method of induction and aspiration, mort 
than 200 cfm of total air is discharged for ead 
100 cfm of primary air. The new diffusers a 
handle high temperature differentials up to 30°F. 
in cooling and unlimited in heating since the 
temperature difference between primary air and 
ambient of room air is limited only by the de 
point to avoid condensation. Air volume may be 
controlled manually or automatically. The dit 
fuser’s six vanes are short and are pitched to pe 
vent drafts. The overall design is similar to tha 
of other Anemostat aspirating units. The mixil 
chamber has been modified so that the HPWi 
(Continued on page 243) 
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pRoDucT NEWS 


. * » it receives from the high | 
brings the air pressure it receives from t onign | 

locity system down to that of standard air con- 
vet a“ 


ditioning before emitting the mixed air into the 








room, The new model is made tm threa since: 
No. 15, carrying a list price of $166.40, has a 
neck area of 32.81 sq. in. and is rated 80 to 170 
cfm primary air capacity. No. 17.5 sells for $203 


and has a neck area of 42.75 sq. in. and has a 
rating of 105 to 222 cfm. The largest unit, No. 
90. costs $220. It has a 60 sq. in. neck area and 
is rated 145 to 312 cfm. All sizes are furnished 
with aluminum cones and steel hardware. Stan- 
dard models are sprayed with a satin aluminum 
finish but may be obtained in specified colors at 
an additional charge. 

Manufacturer: Anemostat Corp. of America, 10 
E, 39th B., New York, N. Y. 


FIFTY FOOT STEEL TAPE rewinds automati- 
cally. 


No crank or reel is needed to haul in the Master 
Longboy 50’ steel tape rule. This measuring de- 
vice rewinds with a constant retracting torque 

whether the full length or only the last inch is 
out, Simple thumb pressure on the center plate 
button starts the rewind and release of this pres- 
sure stops the action instantly. Carpenters, ma- 
sons, plumbers, electricians and others in the 
building field may measure in a single step—and 
without end-mark errors — almost any distance 
normally encountered in construction. The rule 
weighs 23 oz. and measures 5” in diameter. Its 
steel case is sealed against dirt and dust. The 





34” « id hi . . ‘ 
8 wide high carbon spring steel tape is nickel 


plated to protect it against moisture damage. 
When the black markings on the tape become 
worn after long service, it can be replaced with- 
_ discarding the case or the internal self-wind- 
ing Mechanism. The Master Longboy 050 retails 
for $12. Alternate 50’ tapes are priced at $6. A 
100° inodel selling for about $16 will be on the 
market soon. 

Manufacturer : 


Master 
Middletown. N. Y 


Rule Mfg. Co., Ine. 


(Technical Literature, page 246) 
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84" x 9 reproductions of this Partch 
cartoon are available on request, 











For help with any control problem, 
talk to Honeywell! 





Radiator valves, for instance .. . 


Here’s a remarkable advance in pneumatic valve 
design— Honeywell's new “ Midget.”” With it you 
can solve one of your biggest problems—efficient 
use of space when locating radiators and convectors. 


Whenever you work on any large building 
that calls for pneumatic heat control, you'll find 
plenty of use for this new radiator valve that’s only 
one-fourth the size of the conventional valve. 





You'll like the compactness that makes it ideal for concealed convectors or base- 
board radiation—for any application where you're pressed for space. Your clients will 
like its neater, streamlined appearance; its lower installation and maintenance costs. 


The Midget Radiator Valve is superior in performance, too. Special internal fea- 
tures such as interchangeable parts enable it to give true modulation of heat delivery 
for any size radiator or convector you would want to use. 


Development of this amazing new valve is just one more example of how Honey- 
well leads the way in improved design in the pneumatic heating control field. When 
it’s used with the Room Grad-U -Stat—or any of the other dependable, accurate 
Honeywell pneumatic thermostats that are available—you have the finest kind of 
pneumatic heating control system yet designed anywhere. 


Please send me complete information on the VO501 “Midget” Radiator Valve and other pneu- 
matic temperature controls. 


Please send me a reproduction of the Partch cartoon. 


Firm Nome 


Address om — = — Zone Stote 4 - 


Send this coupon today to Dept. MB-6-103, Minneapolis 8, Minnesota 


| 
| 
| Nome 
| 
| 
| 
| 
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—— Honeywell 
Fit ue Covtiols 
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For Supervision without Distraction 


Use MIRROPANE 












<THIS IS A MIRROR 
IN THE DOOR» 







PATIENT'S - 
eve hoor of the new The tough, 100 per cent vinyl surface 
Vikon Tile Corpo- 
ration building is " 
Sedge Vinyiicon resists cuts and scratches caused by 


Tile. 








er . . ailiecenaadiianememcadcamaememament’ 






dirt and grit—outwears ordinary floor 


material many times over. 


DODGE CORK CO., INC. e LANCASTER, PA, 











From the Corridor... 
IT’S A WINDOW IN THE DOOR 


At Cleveland’s Rose Mary Home for crippled children all | 
instructional and therapy rooms can be observed from the 
corridor without opening a door. Yet the children in these 
rooms continue with their treatments never knowing anyone is 
in the corridor watching them. 

Murropane* transparent mirror is used to glaze a panel 
in each door, providing this valuable supervisory aid. From 
the less brightly lighted corridor side it’s a clear glass win- 
dow. But from the more brightly illuminated room side it’s 
just another mirror—and each room makes use of many 
mirrors for instructional purposes. 

This principle of sight unseen is one you can use in many 
places—not only in hospitals and schools, but in public 


OK e ® : 
institutions, stores, banks, offices, entrance doors. Wherever INSU LITE structural insulation 


you wish to provide a means for observing people without 


























Ailton 
TRANSPARENT MIRROR © PRODUCT OF LIBERTY MIRROR DIVISION 4 


LIBBEY - OWENS - FORD GLASS CO. 1-161 NICHOLAS BLDG. INSULITE DIVISION, MINNESOTA AND ONTARIO PAPER COMPANY 
TOLEDO 3, OHIO 


their suspecting it, Mirropane can be highly useful as well as INSULITE is made from hardy Northern wood 
decorative. Write for full information. *® —best for strength, best for durability. . . best for 
| making structural insulation board! 
| L re) 2 
] r Double Duity *@ 6 
i GLASS) Made of Hardy INSU LITE Northern Wood 


Tritt 
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The Windows in This Hospital Will Soon 


PAY FOR THEMSELVES! 


a ee eee 











a r = 
«|= 


Baptist Hospital, Beaumont, Texas. Architect: Wyatt C. Hedrich, 
Dallas, Texas. Contractor: R. P. Farnsworth Co., Inc., Houston. 


Yes, the ADLAKE Aluminum Windows in the Baptist 
Hospital, Beaumont, Texas, will pay for themselves —by 
eliminating all maintenance except routine washing. What’s 
more, these windows will last as long as the hospital itself! 





Only ADLAKE Windows have the combination of weather 
stripping and patented serrated guides that assures mini- 
mum air infiltration and absolute finger-tip control. And 
ADLAKE Windows never warp, rot, rattle, stick or swell. 
They retain their smart good looks and easy operation for 
the life of the building. 


Availability and delivery of Adlake Aluminum 
Windows will, of course, depend on current 
government aluminum requirements. 








THE ADLAKE ALUMINUM WINDOWS 
Aq guaury / HAVE THESE “PLUS” FEATURES 
d Mm § & W p § [ | d ke @: /ApHOUED © Minimum Air Infiltration 
COMPANY oe rosa rag 


Established 1857 + ELKHART, IND. + New York « Chicago ® Finger-tip Control 


blake) . ®@ No Painting or Maintenance 
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AIR CONDITIONING. A Planning Guide for Com- 
mercial Air Conditioning, Booklet B-5159. A Plan- 
ning Guide for Industrial Air Conditioning, Booklet 
B-5160. Westinghouse Electric Corp., Sturtevant 
Div., 200 Readville St., Hyde Park, Boston 36, Mass. 
20 pp. each. 8'/2 x 11”. 


Clearly analyzed in each of these publications 
are the five basic functions of an air conditioning 
system: temperature control; humidity control; 


air circulation; air cleaning; and blending out- 
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install TACO VE NT 


AUTOMATIC Hor WATER AIR VALVE 


RADIATORS, CONVECTORS 
is AND BASEBOARD RADIATION 
HOT WATER HEATING SYSTEMS 


NO MORE OLD FASHIONED 
HAND VENTING 


NO ADJUSTMENT NECESSARY... 
Just install it . . . and forget it! 


SAFETY PLUG MEANS YOU'RE ALWAYS SAFE 
Porous bronze plug safely controls water flow 
to valve mechanism 


Better Heating- 
Better with Taco 


TACO HEATERS, Incorporated 137 South Street-—?ROVIDENCE 3, R. I. 
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side air with recirculated air. Technica] informa, 
tion on commercial and industrial air condition. 
ing is reduced to easily understandable terms as 
the reader is shown the six components needed 
to do a thorough air conditioning job: cine 
lating fan; air cleaner; heating or cooling coil: 
compressor; condenser; and humidifier. What 
the building owner can expect from an air con. 
ditioning system and what factors he should 
consider in planning for a system are covered: 
and suggestions are offered on where and wins 
to use a “within the space” conditioner, a factory 
assembled central plant type unit or a field 
assembled system. Diagrams and photographs of 


actual installations of each kind of equipmen 
illustrate the text. 


AIR CONDITIONING. ai- 


ment. Catalogue SA-6692. Westinghouse Electric 
Corp., Sturtevant Div., 200 Readville St., Hyde Park, 
Boston 36, Mass. 


Conditioning Equip. 


16 pp. 82x 11”, 


Various kinds of equipment needed to do an air 
handling or air conditioning job—cleaning, filter. 
ing, cooling, heating, dehumidifying, circulating 
or ventilating—are described briefly in this cata. 
logue. Some of the products covered are herme 
tically sealed 


compressors, condensers, water 


coolers, unit air conditioners and fans. 


WATER COOLING. P-K Freon Coolers. Catalogue 


101. The Patterson-Kelley Co., Inc., 465 Burson St, 
East Stroudsburg, Pa. 12 pp. 82 x 11”. 


This catalogue, devoted to freon or ammonia 
coolers of the dry expansion type, should be a 
useful reference to those concerned with air com 
ditioning and refrigeration. In addition to dé 
scribing the standard line of the manufacturers 
coolers, the booklet contains charts and tables 
which show cooling surfaces required for 2 
232 ton refrigeration capacities at various walet 
flow rates. A log mean temperature table, cooler 
selection data, dimensions, and typical pipiig 
arrangements also are included. 


PARTITIONS. 


logue No. 51. 


Mills Movable Metal Walls. Catt 
The Mills Co., 975 Wayside Ra 
Cleveland 10, Ohio. 


This is a practical book for those concerned with 
the problems of flexible space requirements if 
offices, factories, schools, hospitals, ete. It shows 
how building interiors may be made more utile 
tarian and attractive at low cost with 
metal walls. The publication calls particular® 
tention to the speed and economy with which 
these walls may be erected, dismantled and fe 
located to fit alterations in space layout. ¥™ 
looks, adaptability, ease of wiring and mainte 
nance, sound control, and durability are 
features brought out in the text. Available i? 
wide range of finishes, the complete line of pat 
titions. wall linings, ceilings, railings, COUm*™ 
cabinets and accessories is illustrated and oot 
struction features are shown in clearly drawe 
details. 

(Continued on page 250) 
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ROOFS. is This Your Roof? Form 102-7. The 
Monroe Co., Inc., 10703 Quebec Ave., Cleveland 6, 
Ohio. 6 pp. 82 x 11”. 


This bulletin was written to assist building own- 
ers and contractors in determining the exact con- 
dition of building roofs and in planning repairs. 
The bulletin contains illustrations of many types 
of roof damage, explains how and why roofs 
deteriorate, and indicates trouble spots where 
the first danger signs appear. Patching and re- 
surfacing old roofs are described in some detail. 


BUILDING PANELS. Fenestra Steel and Alumi- 


num Panels. Detroit Steel Products Co., 3111 Griffin 
St., Detroit 11, Mich. 38 pp. 8Y2 x 11”. 


Sheet steel floor, roof deck, and wall units for 
lightweight building construction are covered in 
the latest edition of the Fenestra catalogue. The 
detail section of the publication has been revised 
to represent current practice, and tables are in- 
cluded to assist the architect and engineer in 
selecting the most economical panel for a given 
span and load. Numerous photographs show re- 





TYLER REFRIGERATED CASES 


speed sales... prevent food spoilage losses... 
save time of clerks and customers... save dollars! 


Today’s retail food store is a marvel of efficiency, with wide-open 
Tyler self-service cases making it possible for a constant 
parade of customers to help themselves in a hurry! 
‘Creating tremendous savings! Moving nourishing food in huge 
volume! Refrigeration at the point of sale is an essential part 
\of this great American distribution system—and Tyler 


engineering ingenuity has played an important 


role in its development. 


COMPLETE CATALOG AVAILABLE | 





pETABLES 









OR FOOD REFRIGERATION 
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includes data on over 400 Tyler Models 


TYLER 







TYLER FIXTURE CORP., Dept. FM-6, Niles, Mich. 
Rush my copy of complete 160-page Tyler Com- 
mercial Refrigeration Catalog. 





NAME 


ADDRESS 
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HARDBOARD. 


Board. Forest Fiber Products Co., 316.4 Pacific 
Bidg., Portiand 4, Ore. 4 pp. 8 x 11”, 


How and Where to Use Forest 


Although on the market for many years, hard. 
board still is not thoroughly understood by many 
in the building trade. The brochure should help 
give a clearer picture of the proper use of this 
adaptable building material. Application instrye. 
tions are illustrated step by step, and data on 
bending and painting is also given, 


PLYWOOD. Piastic surfaced Plywood. Douglas 


Fir Plywood Assn., Tacoma 2, Wash. 6 pp. 8' x 11’, 


This unique folder on plastic surfaced plywood 
has been issued recently for the use of architects, 
engineers, industrial designers and dealers, Pre. 
pared as a reference manual, the brochure de. 
scribes the types of plastic surfaced Douglas fir 
plywood, properties of the overlay panels and 
some of its myriad applications in building and 
industry. Also included are recommendations for 
use of this panel material which combines desir. 
able properties of fir plywood and plastics, 


GLASS. Pittsburgh Data Sheet Handbook. Pitts. 
burgh Plate Glass Co., 632 Duquesne Way, Pitts. 
burgh 22, Pa. 72 pp. 4x7”. 


A completely revised edition of the looseleaf 
handbook issued in 1947, the publication includes 
full descriptive details and specifications on re 
cent developments in plate and window glass, 
glass block, mirror, doorways, store front metals, 
paints and hardware. 


WINDOWS. Fenestra Hot-Dip Galvanized Apart 
ment Casement Windows. Detroit Steel Products 


Co., 3111 Griffin St., Detroit 11, Mich. 4 pp. %&% 
= Sv". 


Maintenance-free steel casement windows for 
multi-family dwellings are the subject of this 
catalogue. The windows described are hot-dip gak 
vanized so that they require no painting—except 
when desired for decorative reasons. Construction 
features, designs, hardware and screen attach 
ments are discussed and complete specifications 
are given on the various size units. 


UNIT HEATERS. standard Code for Testing and 
Rating Steam Unit Heaters. Bulletin No. 10. In- 
dustrial Unit Heater Assn., 2159 Guardian Bldg» 
Detroit 26, Mich. 20 pp. 82 x 11”. 


Prepared and Adopted by the Industrial Unit 
Heater Assn. and the American Society of Heat 
ing & Ventilating Engineers, this code for rating 
steam unit heaters supersedes the 1930 editiot 
Basically the engineering has not been changed, 
but improved testing equipment, instruments and 
technique developed through the past ten yeal® 
are incorporated in the new code. 
(Continued on page 254) 
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Everybody says 


And they really mean it when referring to 
Westinghouse Control Centers. Here you get 
top-quality construction which gives you all the 
advantages of centralized motor control... 
quality at every one of the following points: 


Sturdy, Self-Supporting, Tight Struc- 
tures. No need for angle iron or other 
bracing. No gaps or cracks to permit 
entrance of foreign objects. Interior is 
fully protected. 


Complete Baffling localizes unusual arc- 
ing if faults occur. A short circuit in one 
Starter unit cannot spread throughout 
the entire structure. Removable grill 
baffle on right side of each unit provides 
easy accessibility. 


Safety Doors, with safety-interlocking 
handles, remain on the panel when the 
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ELL BUILT” 


starter unit is removed. Doors can be 
fastened closed over open space to. pre- 
vent entrance by unauthorized pergonnel. 


For further evidence of a “well-built” control 
center, check these features: self-cooling con- 
struction for foolproof ventilation, plug-in start- 
er units, vertical and horizontal wiring troughs. 


You get all these features and more, when 
you specify Westinghouse Control Centers. The 
complete story is contained in Booklet B-4213. 
For your copy, write to Westinghouse Electric 
Corporation, P. O, Box 868, Pittsburgh 30, Pa. 

J-27009 
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CONTROL CENTERS 
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That’s right! Any Blue Ribbon list of America’s 
finest Apartment Buildings and Housing Projects 
include installations of the ‘‘Wooster Door’’—be- 
cause the “Wooster Door” -is the first and only 
internally welded hollow metal door offering 
identical design Corridor Entrance and Interior’ - 
) Apartment doors. 


i To obtain the Underwriters Labora- 
y, WKST. . e tories Class B Label on 13%” doors. 

Fi ST. To meet the A.S.T.M.—1'% hour fire 
SK eee test specifications. 


The ‘‘Wooster Door’”’ is full finished, ready to hang 
when delivered . . . Savings in field labor are sub- 
stantial . .. See Sweet’s Architectural File for details. 


Representatives in principal cities 
Hollow STEEL DOORS and Frames 


MANUFACTURERS OF 





















Hollow Metal Doors and Frames 
Prefabricated Metal Buildings 
Corrugated Metal Window Wells 
Highway Guard Rail 

Structural Plate Bridge Flooring 
Corrugated Metal Pipe 





ABRICATORS, INC. 


WOOSTER, OHIO 








How You Save with the NEW 
Niagara Method of Air Conditioning 


Using “HYGROL” Absorbent 


Because it absorbs moisture from the air directly, the new Niagara Controlled 
Humidity Method uses less, or no, mechanical refrigeration for dehumidifying 
You save first costs and installing of heavy machinery. You save space, ai 


tenance expense, power; get easier, more convenient operation. 


Using “Hygrol” absorbent liquid gives complete control of temperature onl 
relative humidity. Especially, it is a better way to obtain dry air for drying 
processes, packaging hygroscopic materials, preventing moisture damage to metals, 
and obtaining better quality for chemical process and food products—or in 
obtaining better results in comfort air conditioning at lower refrigeration cogs, 


Filtered air is dehumidified by passing through a spray of “Hygrol” which 





Food Packaging 
under Controlled Humidity New York. 



























Liquid 


removes airborne moisture. This liquid js 
non-corrosive; it contains no salts or 
solids to precipitate and cause maintenance 
troubles. It is continuously re-concentrated 
at the same rate at which it absorbs mois. 
ture, providing always the full capacity of 
the air conditioner, automatically, 


Units provide a range of capacities from 
1000 to 20,000 C. F. M. Multiple unit in. 
stallations are in use successfully, Records 
of results are available. For further infor. 
mation, write Niagara Blower Co., Dept. 
AF, 405 Lexington Ave., New York 17, 
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Pavethaett is a high grade, permanent, fireproof, rigid, 
insulating, cellular concrete weighing 30 Ibs. per cu. ft. 
Made of Portland cement it is excellent for roof and floor 
insulation. Poured in place 20 to 60 ft. high through a 2” 
hose with the mixing equipment on the ground floor it dries 
rapidly and forms a fireproof rigid blanket. Recommended 
for large areas only. 


Write for complete information. 
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N. ARLINGTON, NEW JERSEY 
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Greater safety for your workers... 


after just 





of America’s Largest-selling Maintenance Paint! 











America’s First and Finest 


COLOR SERVICE 


to make your painting pay 
extra dividends at no extra cost 














A service comprising detailed col- 
or suggestions tailor-made for you 
by trained consultants from Glid- 
den Color Laboratories with over 
21 years of experience. These com- 
prehensive color harmony plans for 
interior painting based on Glid- 
den’s famous Sight Perfection Pro- 
gram pay important extra dividends! 
For complete information about 
this free service, write Dept. G-6. 


























Just one coat of Glidden SPRAY-DAY-LITE or BRUSH- 
DAY-LITE provides the maximum in light reflection and 
diffusion. Lighting efficiency is increased—workers see 
better, feel less fatigue, have fewer accidents. Painting 
this way also helps to improve morale, stimulate pro- 
duction. And one coatis good for years because SPRAY- 
DAY-LITE and BRUSH-DAY-LITE provide a tough, 
durable finish that can take repeated washing. Now, 
as critical shortages make savings in time, labor and 
material so important, try one-coat painting with 
America’s largest-selling interior maintenance paint! 
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DUNBAR 





No. 4872 is a basic design in these sizes: 





CHAIR 





LOVESEAT 





SOFA 


MODERN INTERIORS: Send 25 cents in coin only to 
Berne, Ind. for this illustrated booklet. 


WEW YORK: 227 East 56 Street 
CHICAGO: 1638 Merchandise Mart 
BOSTON: 203 Clarendon Street 
KANSAS CITY: 212 Merchandise Mart 
PASADENA: 2914 East Walnut Street 


DUNBAR FURNITURE CORPORATION OF INDIANA - BERNE, INDIANA 
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SNOW MELTING. Byers Wrought Iron Pipe for 


Snow Melting System. Engineering Service Dept., 
A. M. Byers Co., Pittsburgh, Pa. 36 pp. 8/2 x 11”. 


The bulletin traces the use of snow melting sys- 
tems from the first installation on record in the 
United States in 1925 through hundreds of appli- 
cations during the past six years. Photographs 
illustrate many systems being installed and in 
operation. Eight piping layouts are presented for 
a variety of applications such as loading areas, 
ramps, sidewalks, driveways and highways. Some 
of the phases of snow melting systems discussed 
are design, piping properties, use of antifreeze, 
paving design and fill, fabrication and installa- 
tion, costs, and controls, 


CONDUIT. tTherm-o-Tile Steam 


Conduit, Bulletin No. 511. Porter Hayden Co., 825 


Underground 


Frelinghuysen Ave., Newark 5, N. J. 8 pp. 8/2 x 11”. 


Well illustrated, this booklet fully describes an 
underground pipe conduit, trade-named Therm- 
O-Tile. This conduit system is said to protect, 
support and insulate underground hot or cold 
pipe lines. The bulletin stresses several features 
of Therm-O-Tile: a rigid concrete slab founda- 
tion, an emergency internal drain, waterproof 
construction, easy accessibility, and adaptability 
to all pipe sizes. 


ELEVATORS. Bulletin 
500-210. Dept. TP, Westinghouse Elevator Div., 150 
Pacific Ave., Jersey City, N. J. 4 pp. 8/2 x 11”. 


Synchro Glide Landing. 


How a modern high speed elevator can be re- 
tarded and stopped level with the floor in a dis- 
tance of 20” is explained in clear, non-technical 
language in the leaflet. Called Synchro Glide, the 
Westinghouse elevator landing system consists of 
an electrically driven selector, inductors, induc- 
tor plates mounted in the hoistway and a regu- 
lating system. How each part operates in the 
control setup is graphically explained. 


LOCK SYSTEM. Plant Protection. Chicago Lock 


Co., 2024 N. Racine Ave., Chicago 14, Ill. 
87, x 11”. 


6 pp. 


Engineered for industrial plants, the Chicago 
Lock Co.’s master keyed lock system is described 
in this booklet as a complete integrated plant 
security plan. The basic component of the sys- 
tem is the company’s seven pin-tumbler lock 
which has long been used in burglar alarms, 
parking meters and coin operated equipment. 


MATERIALS HANDLING. kwik-mix 16-s Dandie. 


Kwik-Mix Co., Port Washington, Wis. 12 pp. 82 
ee we 


Recent improvements made on Koehring’s new 
three-bag capacity concrete mixer are described 
and pictured in this bulletin. It explains several 
construction features of the Model 16-S: all 
welded heavy duty frame construction said to 
resist twisting, coil spring mounting to balance 
the mixer and cast steel drum heads for smooth, 
long lived operation. 


(Continued on page 258) 


THE VERSATILE 


Fully guaranteed for 
mechanical perfec 
tion. Appropriately 
boxed. From $4.50 i 
up at all the 


better stores 


ARCHITECTS find Norma 
indispensable. Yellow or white 
may be substituted for any color 
On request. Write for new book- 
let giving many other uses for 
Norma Pencils; no obligation, 


SS 


NORMA PENCIL CORP., AFII 
NORMA BUILDING, 

137 West 14th Street, 

New York 11, N. Y. 


Gentlemen: 
Please send me, without charge, your new 
color booklet showing how Nerma Pencils 


help to speed special daily tasks. 


Name 


Address 


City Zone State 


- ann 
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Here’s Magic j 





The Winning Fan Combination 

for Year "Round Comfort! 

A Miami-Carey kitchen ventilator — 
whisks away odors, smoke, greasy fumes. 
Keeps greasy deposits off walls, floors, 
furniture! In the attic—A Miami-Carey 
attic fan to draw out sun-scorched air; 
fill every room with cool, fresh night air. 
There's a whisper-quiet, economical, 
long-lived Miami-Carey fan for every 
ventilating and installation need. 


SEE SWEETS BUILDERS FILE FOR COM- 
PLETE IDEA-INSPIRING INFORMATION 
ABOUT THE COMPLETE LINE OF CAREY 
PRODUCTS FOR BUILDING AND REMOD- 
ELING—OR ASK YOUR CAREY DEALER. 


Look what they’ve done at Dobbs Ferry, Nv. Y. 
TO INSPIRE NEW DESIGN IDEAS! 


He OT PACE 


featuring PACESETTING 


sbestos-Cement! 











It's Careystone Corrugated asbestos-cement 
highlighting the charm and beauty of the PACESETTER House! 
A natural for interior and exterior walls, partitions, fences, 
planting boxes, garden sheds. Takes paint readily. Resists 


rot, decay, vermin, weather, fire! 


Builders and Architects Agree! 


Convenience sells! What is more con- 
venient than glamorous, roomy Miami- 
Carey recessed towel cabinets, with full- 
length crystal mirror, sparkling glass 
shelves, and snow-white baked enamel 
on all-steel interior? Miami-Carey makes 
a complete line of bathroom beautifying 
cabinets and accessories for every bud- 
get and installation need! 


THE PHILIP CAREY MFG. COMPANY 
LOCKLAND, CINCINNATI 15, OHIO 


Canada: The Philip Carey Company, Ltd., 
Montreal 25 P. Q. 


rom the # se of Carey — 


Bathroom Cabinets and Ac ev 















Julivs Gregory, Architect 
Robert Chuckrow, Builder 


CAREY Products! 


Architect Julius Gregory and the edi- 
tors of House Beautiful selected many 
Carey products for the PACESETTER 
House . .. to help bring into reality 
their new ideas for contemporary de- 
sign and construction! 

Here before you are a few examples 
to show how well Carey products fit 
the PACESETTER pattern ... create 
an atmosphere of luxurious beauty and 
comfort, with maximum convenience 
and safety. 

Whether you specialize in design, new 
construction or remodeling, you will 
find the complete Carey line of client- 
satisfying products a ready source of 
inspiration . . . to bring your ideas 
into practical reality! 


FIRE-CHEX SHINGLES 
for Pacesetting Beauty, Protection! 


Only Carey Fire-Chex come in rich solid colors, or 
striking shadow-blends that create roof designs copy- 
righted as “works of art!” Add husky 325 Ib. construc- 
tion for top resistance to wear and weather—plus 
Underwriters’ Laboratories, Inc. Class A* rating for 
fire-safety (only Fire-Chex have it) and you've got the 
Pacesetting shingle of the century! 

*Without asbestos underlayment 


| RES OT 


Fans @ Cerame Siding © Corrugated Asbestos-Coment © Fire-Chex 
Asbestos Plastic Shingles © ‘‘Fire-Guard’’ and Rock Wool Insulation © Other Famous Products for Home, Farm and Industry 
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on NORTON non-slip 
Floors and Stairs 


@ Permanently non-slip 
e Extremely wear-resistant 
e@ Non-resonant 


In office, cafeteria, washrooms and 
throughout your plant slipping can be 
eliminated. Water, chemicals, oil will 
not remove the permanent non-slip 
protection provided by Norton Floors. 


The extreme wear-resistance of Nor- 
ton Floors to the heaviest foot traffic 
makes their installation an economical 
investment in long, trouble-free serv- 
ice. Also, they are quiet and com- 
fortable to walk on. 


You have four choices of Norton 
non-slip floor products: (1) Stair and 
Floor Tile, (2) Ceramic Mosaic Tile, 
(3) Aggregate for Terrazzo Floors 
and (4) Aggregate for Cement Floors. 


Write for our free Catalog No. 1935 or see our 
Catalog in Sweet's Architectural or Engineering 
Files. 


NORTON COMPANY 


Worcester 6, Massachusetts 
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TECHNICAL LITERATURE 





SCHOOL CONSTRUCTION. How to Give Students 


and Budgets a Break. Armco Drainage & Metal 
Products, Inc., Middletown, Ohio. 4 pp. 8'Y2 x 11”. 


High building costs and hundreds of thousands 
of World War II war babies are simultaneously 
straining school construction. Armco suggests one 
possible solution to the problem of cheap new 
schools in this illustrated folder which shows how 
contemporary classrooms can be obtained at low 
cost with Armco Steelox building. It also points 
out that “monumental” school buildings not only 
are undesirable for practical design reasons they 
also are wasteful of materials. Even monumental 
schools may be better than none at all but their 
economic inefficiency puts them way out of reach 
for many school districts. Although modestly 
priced, Steelox is said to provide high quality 
construction and good appearance. Schools of 
this 18 and 20 gauge stee] material can be fin- 
ished and equipped as other types of buildings. 
Especially important in school construction is 
the material’s fire resistance. Steelox schools may 
be easily expanded or dismantied and moved. 


COLOR SCHEMES. How to Decorate Classrooms 


in the ‘“‘Harmon Technic’’ Luminall Paints, Chicago 
9, Il. 10 pp. 8Y x 11”. 


Prepared for architects, lighting engineers and 
educators, this brochure presents a simple five- 
step method for choosing color combinations for 
classrooms, laboratories and domestic science 
rooms. The coler schemes pictured were devel- 
oped and tested by Dr. Darell Boyd Harmon at 
the experimental Rosedale School in Texas, and 
because the combinations are based on “physiol- 
ogically and psychologically determined needs” 
they are said to be applicable for offices, institu- 
tions, factories and other areas in which sus- 
tained tasks are performed. Following the pre- 
scribed procedure, the building planner first 
determines the exposure of the room, then con- 
sults an orientation circle which indicates the 
recommended color combinations for that ex- 
posure, Special consideration is given to rooms 
with excessive glare, limited window area or dark 
adjacent buildings, and to areas of specialized 
curricular performance. 


FARM BUILDINGS. How to Build Farm Build- 
ings That Last Longer. West Coast Lumbermen’s 
Assn., 1410 S.W. Morrison St., Portland 5, Ore. 16 
pp. 4x 8” 


Longer life and greater serviceability from farm 
buildings naturally are assured through proper 
construction. Pointing out that faulty construc- 
tion often causes failure of good building mate- 
rials, this pamphlet goes on to offer many good 
construction tips. Detailed isometric drawings 
illustrate the text and should serve as a useful 
guide on the job. Among the subjects covered 
in the booklet are selecting proper forms for 
continuous and pier foundations, setting anchor 
bolts in foundations, bracing buildings against 
wind, allowing for load stresses in storage build- 
ings and providing for proper drainage, 











ATTENTION 
MANUFACTURERS’ 


AGENTS 


The MacazinE or BUILDING 
is compiling a new list of 
Dealers, Distributors and 
Manufacturers’ Agents who 
are interested in adding new 
lines (building products, ma- 
terials, specialties, household 
appliances, etc.). This list, 
when completed, will be 
available on request to inter-_ 


ested manufacturers. 


If you would like to be listed 
please write and be sure to 
tell us what territory you 
cover and what types of prod- 


ucts you would like to handle. 


Write: 


George P. Shutt 

Director of Advertising 

The MacazinE or BUILDING 
9 Rockefeller Plaza 

New York 20, New York 
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aged ok, floes it the age” fr beatiful sn 


® Ranch Plank Floors provide a dis. 
tinctive setting that makes room 
furnishing more effective and less 
expensive. More effective because the 
random oak strips and inlaid walnut 
pegs add charm and style to any deco- 
rative plan, whether modern or 
traditional. Less expensive because 
most home owners use only scatter rugs 
with Ranch Plank Floors... no one 
wants to hide their beauty with large 
rugs or carpets. 

Superbly finished at the factory, these 
solid oak floors require only simple care 
to last a lifetime. Installed cost is only 
slightly more than for regular strip 
floors sanded and finished on the job. 


For color booklet and data, write 
E. L. BRUCE CO., MEMPHIS 1, TENN. 


“Bruucev 
Ranch Plank 
Floor 


BR it’s Pegged and Finished 
at the Factory 
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Ridgeway Manor Apartments in 
Fort Worth, Texas. Built by E. E 
Cloer, Inc., General Contractor 


UILDERS of large housing proj- 

ects know the importance of 
checking maintenance costs before 
ordering refrigerators. That’s why 
E. E. Cloer chose Servels and only 
Servels for this 240 family de- 
velopment in Fort Worth, Texas. 
All over the country builders are 
finding that Servel offers not only 
low upkeep cost, but many other 
exclusiveadvantages. Itcombines 
truly silent operation, longer life 
and low operating cost. 

These features are exclusive 
with Servel, because Servel is the 
only refrigerator which operates 
without a single moving part. No 





Servel Costs Less 
to Maintain =: 





machinery to wear out . . . no mo- 
tor to break down . . . no valves, 
pistons, pumps or compressor to 
make noise of any kind. Servel is 
silent as the tiny gas flame that 
does all the work. This different, 
advanced freezing system assures 
year in, year out silent refrigera- 
tion . . . trouble-free service with- 
out expensive répairs. 


Tenants are enthusiastic about 
Servel, too. They like the new, 
brilliantly styled cabinets and 
spacious modern interiors. Con- 
sult Sweet’s for details on the 
latest models or write Servel, Inc., 
Dept. C-16, Evansville 20, Ind. 





THE MAGAZINE OF BUILDING + JUNE 1951 





























TRUSCON...0 name you cam ouild | on 
































se Ie oes ” mi - = 
ee ea —_— ue ee : | 
% * Sh al : } 
“ ¥ Rey a . Se - j 
“ a pone a ae , 
% ee ¢ “Gs 

a ae “ ss 
a i . ole + : 
See Owed i e - Ph t { Pic 

ieee i i. a ~ \ \ x fi: 
se wee ee Ae 
‘ oe om . ee 
oS Sea es 
eS ” Gan eee 
~ 
catty ee . as 
- anit oo 7 ‘ 
s % ” 
: ee 
on ee 
Pe 











better | student capability 














through better see-ability... 


Vision involves 85% of everything we do. When seeing is done with ease and 
comfort, a minimum of energy is expended, less fatigue results, and health is 
generally better. 


Full-height metal windows, like the Truscon Architectural Projected Steel Windows 
in the Wapakoneta, Ohio, School shown above, let more of the outdoors in and more 
vision out, to relax the eyes and the body. 

Credit: Strong, Strong & Strong, Architects. John A. Johnson & Sons, Inc., Contractors 


Truscon Architectural Projected Steel Windows are especially recommended for use 

in any building where ample ventilation and freedom from drafts are important 
considerations. Outward projecting ventilators may be kept open during inclement 
weather; the ventilator acting as a canopy to deflect the rain and yet allow ventilation, 
The lower, inward projecting ventilator prevents drafts by deflecting air 
currents towards the ceiling. 


See Truscon’s complete catalog in “SWEET’S” for full information on all 
Truscon Mark of Merit Products. 


TRUSCON’® STEEL COMPANY 


YOUNGSTOWN 1, OHIO 
Subsidiary of Republic Steel Corporation 
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Booth trim and wainscoting in Bolta-Quilt 
| 
Bolta-Quilt covered wall in hotel lobby 
é 
‘\ £54 Want more information? 
a7 %, 
(ELECTRONICALLY auiteo Zipllaflar) y 
Ee CLIP AND MAIL 
The most important development in plastic decorating material in THIS TODAY 
the past 12 months. Check its points of superiority listed below. eee ee ¥ 
l 
; s BOLTA PRODUCTS SALES, INC. 
* Made with specially formulated Boltaflex for extra durability. , saneneens tiiekaaie 
* A three-way ‘‘sandwich’’ — quilted and sealed electronically by our exclusive High- -_— ' 
Fusion process. , , 
i , , ; TITLE 
* Gorgeous decorator shades; sleek modern finishes; rich leather-like grains; remark- ! dint 
able fabric-like textures. 
2 1 = ADDRESS a ekuae, & 
* Tough, washable, resists fading and staining, will not chip or peel. ' ' 
' Please send me complete information ' 
& Colors match Boltaflex exactly so the two may be used in combination for added luxury. | on Bolta-Quitt ~? 
BOLTA PRODUCTS SALES, INC. p nseieta j 
IIS er i >. ee , 
Branch Offices and Warehouses: New York, 45 W th St.; Chicago, Space 211 American Furniture Mart; : 
High Point. N. C., $13 English St.; eats ae Are . st 2 i — 3544 East Olympic Bivd.; This label tells the 
Cleveland, Ohio, 7306 Wade Park Ave.; Miami, Fle., 121 N. East 9th St. Best from the Rest. 
i FORUM THE MAGAZINE OF BUILDING + JUNE 1951 7 
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Tuts is building on the grand scale —three new deluxe apartment houses by Phila. 
delphia’s eminent builder, E. J. Frankel. All are going up right now. For these top 
achievements of his career, Mr. Frankel has selected only the equipment proved most 
practical and satisfactory over his long experience. He has again chosen Kelvinator 
refrigerators. “I find on my own records,” Mr. Frankel says, “that Kelvinators per- 


form at extremely low cost, year in and year out. And they’re top favorites with our 
residents.” 





Get low refrigeration costs and insure user satisfaction in your new projects. Choose 
Kelvinator. For full information, write to Dept. AF, Kelvinator, Division of Nash- 
Kelvinator Corporation, Detroit 32, Michigan. 


Mr. E. J. Frankel 
Builder, Philadelphia 


Architects: 
Warwick and 








Warwick Apartments, Atlantic City 
280 Apartments . . . 280 Kelvinators! 


Architects: , 
Parkway House, Philadelphia O’Shiver and Knopf? Ham 


231 Apartments ... 231 Kelvinators! 
Complete air-conditioning . . . large, deluxe apartments 
... large, deluxe Kelvinators up to 11 cu. ft.! 


Kncluareatov 


? DIVISION OF NASH-KELVINATOR CORPORATION, DETROIT 32, MICHIGAN 
REFRIGERATORS, RANGES, FREEZERS, WATER 
HEATERS, AIR DRIERS... Electric, of course! 





»" 


AM 


By 
a 


Kelvinator featured exclusively, nation-wide, 
in the Good American Home Program Duval Manor, Germantown 
168 Apartments ... 168 Kelvinators! 


Architects: 
Warwick and 
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GUTH WYTE-LINERS 


in 2 and 3 40-watt light units, for 
4-and 8-ft. Slimline in 4-and 8-ft. 
lengths. 


GUTH WYTE-LINERS 


are now in production and will be 
available soon. 


Our 16-page catalog gives you all 
details. Just fill out this coupon and 
mail to us. No obligation. 
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Lighting for production 
to improve precision vision ~ 


Avoids gloomy, depressing ceilings with irritating, strong 
light and shadow contrast. Wyte-Liners spread | 
brightness, cheerfulness, create better seeing and better 
working conditions. 








oetreee 


provides natural air circulation along entire \ 
channel to increase “ballast life and efficiency. 4 


‘ 
’ 





EASY INSTALLATION 


wide choice of mounting 
methods ... continuous or — 
individual 
¢ sliding hangers a. 
¢ telescope channels 


. 
- 
- 
-"" 
. 
-- 





-* 
Pr 
-- 


interchangeable parts save space, @ 
time and money, easy to install 














one of many mounting possibilities: alternate fixture» 
and blank space with covered, continyous wire ‘way 






THE EDWIN F. GUTH COMPANY 


2615 Washington Avenue, St. Louis 3, Missouri 


Please send me FREE your catalog 48-K 


(please print plainly) 


NAME 





TITLE 





COMPANY 





STREET 





CITY ZONE STATE 





























Aerial view of Mt. Vernon Park, the 
remarkable 800-home project of Ralph 
Shirmeyer at Fort Wayne, Ind. 100% 
National Homes. 











BUILDER @ rearror 


Pioneer Dealer says: ‘Service 
and Quality have always been 
Satisfactory in Every Way” 


Ralph Shirmeyer of Fort Wayne has 
won solid success in a highly com- 
petitive market by concentrating on 
National Homes — the line that of- 
fers most to dealers, most to buyers. 
Read his letter below. 


Our dominant national advertising 
campaign has already pre-sold your 
market-on famous National “Thrift 
Homes”. If it is still open for deal- 
ership, write or wire us today! 


NATIONAL HOMES CORPORATION 
Lafayette, Indiana 
EASTERN PLANT: HORSEHEADS, NEW YORK 
eo 
Have you seen our ads on “Your National 
Home Magazine”? It’s a big 64-page maga- 
zine devoted to helping dealers sell National 


Homes. Nothing like it in the industry. Send 
25e for your copy—it will be a revelation! 


GTON BLvO 


e€ WASHiInN . 
262 e 120% 2. INDIANA 


FORT WAYNE 
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cordially» 
Hu L SHIRMEYER, INC. 





Ralph Le Shireeyer 
president 


NATION’S LARGEST PRODUCERS OF PREFABRICATED HOMES 
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These walls are perv 


nothing can touch 


Kalistron’s deep, rich beauty. Walls will 


Why these GLEAMING WALLS 
will NEVER show wear... 





by Kalistron against all surface wea 

for Kalistron color, through exclusive 
Blanchardizing process, is fused to un- 
derside of clear Vinylite* sheeting. Thus 
nothing can injure free. See if you can injure Kalistron 


tected ing. 





winner of Modern Plastics Award 
for furniture and interior decorating 


materials. 
SEND COUPON BELOW for sample 
of Kalistron, plus top-quality nail-file 


even with this file. 


never show contact of rolling tables and 


chairs, never show staining of spilled 


foods ol liquids. 


Kalistron resists sculls, scratches, spots; 
won't chip, peel or crack; waterproof, 
yet cleaned easily with a damp cloth. 

Kalistron is ideal, too, for upholster- 





eee eeeceeeced 


Ke! COLOR FUSED TO UNDERSIDE 
“PLASTIC COVERING MATERIAL 


Distributed by: U. S. PLYWOOD CORPORATION, N.Y. C. and 
by: DECO SALES, 408 Freylinghuysen Ave., Newark, N. J. 
in Canada: PAUL COLLET & CO., LTD., MONTREAL 


*r.m.ccc. 











Fletcher Thompson, Inc. 























Color fused to 
underside of 
transparent vinyl 
sheet . . . backed 
by flocking 
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Mobilize Your Business for Efficiency 


A few days ago this was an empty space in a new building. Today it is 
an executive's efficient office. And tomorrow it may be moved, quickly and 


completely, to meet unexpected new plant and personnel requirements. 


-++the LEADER This attractive office is a typical Hauserman Movable Steel Partition instal- 
In Years of Know-How 


; lation. It was pre-engineered and prefabricated in the Hauserman plant 
Hauserman has pioneered, developed, : : 
perfected and patented movable steel by long-experienced Hauserman experts. It was quickly erected by 
interiors for nearly 40 years. No other Hauserman men. And in a matter of a few hours, the entire room can be 
company in this field has the solid back- . : . . 
ground of uninterrupted advancement transformed into an entirely different layout, with no muss, fuss or delay. 
enjoyed by Hauserman. There are over 5 4 P 
eo Nees 25,000 Hauserman Many styles and types of Hauserman Movable Steel Partitions are available 
eee 2 all = to meet office and factory needs in every kind of business. Send the coupon 
of buildings throughout : : : 
the a te below for the new Hauserman full-color pictorial book The Inside Story 
the combined total of of Building Economy. For a prompt personal call from your nearby 
titi . ’ . 
sade wedi ean Hauserman office or representative, consult your classified Telephone 


either past or present. Directory. See “Partitions.” 





EE —+--------- ~~ -- 5 


The E. F. Hauserman Co., 7106 Grant Avenue, Cleveland 5, Ohio 
[} Please send free copy The Inside Story of Building Economy. 


| “ag 

| x 
(] Please have Hauserman representative call. | Re 
Name . : focdhets ° ¢ . a 
Se See 0 Bandito 9 Eee | id 

| 

P | 
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Company 
Street .. 


Novable (leur. 


PARTITIONS © WAINSCOT e RAILINGS © COMPLETE ACCESSORM 
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SHEETROC! 
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MODULAR LAYOUTS 


Here’s how easy it is to save materials 


and speed the job with the Double-Wall System using 
SHEETROCK Wallboard, with these modular layouts: 


’ ‘ For ceilings not over 12’ in either 
: dimension, use full length 
SHEETROCK (up to 12’) to span 
P ceiling. First layer runs parallel 
: to ceiling joists, as shown. 
~ : 
Ss For walls not over 8’ 3° high, 
apply first layer of SHEETROCK 1 
i Wallboard vertically and face 
layer horizontally to studs. Only 
one horizontal joint results, plus 
. one or more vertical joints, which { 
_ must fall between studs. 


ff 


\ 


— a ; For ceilings not more than 12’ 
: - wide, but longer than 12’, apply 
the first layer parallel to tength 
of the room, with end joints 
staggered. Using full-length 
SHEETROCK Wallboard for face 
layer, span the width of the 
room, eliminating end joints. 


For walls higher than 8’ 3”, 
apply first layer of SHEETROCK 
Wallboard horizontally. This per- 
mits vertical face layer panels 
to span from floor to ceiling. If 
: walls are over 12’ long, stagger 

end joints, with ends occurring 
= between studs. 





) 


, For ceilings longer and wider 
than 12’, apply first layer across 
the joists, with joints falling be- 
tween joists. Apply the face layer 
perpendicuiar to the first layer, 
with joints overlapping first 
layer joints at feast 10° 
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eliminate corner bracip | 
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insulating sheathing 











Save up to $50 a house on framing alone with 4-foot 
wide, #§” thick WEATHERWOOD Insulating Sheath- 
ing, FHA-accepted (f) for use without corner bracing. 
Each board ties 4 studs together, producing fim, 
rigid walls with greater bracing strength than 
ordinary horizontal wood sheathing. 

You cover large areas fast with WEATHERWOOD, 
providing a rigid base for any exterior finish. And 
you insulate as you build. WEATHERWOOD save 
as much as 24% wall heat loss, and may be usedas 
the on/y sidewall insulation in some areas. 

WEATHERWOOD is coated on all sides, edgesand 
ends, for protection against moisture penetration. 
t Subject to approval of your regional F.H.A. office. 


UNITED STATES GYPSUM 


For complete information conc 
any USG products for building, 
your U.S.G. Architects’ Service li? 
sentative, or write Architects 
Department, United States : ; 
Company, 300 W. Adams St. 
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AN ELEVATOR CONVERSATION YOU'LL NEVER HEAR 


— between elevator research engineers. In ma- 
chine room and elevator. As they follow through 
on new electronic developments. To give you 
the fastest possible floor-to-floor travel, with 
practically no feeling of car motion. 
Never-ending Otis research—carried on in 
laboratories and experimental test towers that 
simulate every elevator condition—concerns it- 
self with every phase of your elevator ride. From 
buttons that you touch instead of push; to con- 
trol systems that provide greatly improved serv- 
ice—with fewer cars! 


What has Otis research | i 


produced or devel- 


oped? The first safe elevator, 1853. Electric ele- 
vators, 1889. Escalators, 1900. Gearless traction 
machines, 1904. Automatic leveling, 1915. Sig- 
nal Control and Collective Control, 1924. Peak 
Period Control, 1937. Autotronic elevatoring 
and electronic touch buttons, 1948. To name a 
few you may recognize. 

Add Otis elevator research to Otis elevator 
planning, engineering, manufacturing, construc- 
tion and service and you have the reasons why 
the Otis trade-mark is the symbol of the world’s 
finest elevators and escalators. Otis Elevator 
Company, 260 llth Ave., New York 1, N. Y. 


ELEVATORING I1S THE BUSINESS 
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fe eg 
Ae-Mi | lon circulation makes Better Homes & Gardens one of the 3 BIGGEST man-woman magazines— 
but BH&G goes on from there to build you SELECTED markets! 


BIG home builders and remodelers market! 


BHG: is read by 7 out of 10 families building new homes 
—and other BH&G readers buy what you sell at the rate of 
almost 2 million repair or remodeling jobs a year! 


BIG operative builders market! 


BHG .. an important direct news source of 18,000 
builders and dealers. BH&G’s bimonthly news letters, free 
tie-in and promotion ideas—and lists of building materials 
advertisers are among the powerful influences in the industry! 


BIG in industry promotion! 


Home Planning Centers in leading department 
stores guide a million prospects a year! To mention another 
—BH&G’s famous Five Star Plans and Materials Lists guide 
purchases running into many millions! 


Those are just a few of the “extras” you get with BH&G’s 
3%-million man-woman circulation. They show why no 
other magazine can match BH&G as a year-round boost to 
your selling efforts! 


\ q 
At AN . 





Serving a SCREENED MARKET of 3’-Million Better Families ~ 





MEREDITH PUBLISHING COMPANY, Des Moines, lowa Vv 
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Nursery and nurses’ workroom painted according to COLOR DYNAMICS 





Experience proves 


PITTSBURGH COLOR DYNAMICS 
produces these 4 important results— 


wo the development of Pittsburgh 
COLOR DYNAMICS there is no 
longer any reason for the dull, drab 
monotones so often found in hospitals. 
@ This new system of painting has trans- 
formed many bleak and cheerless insti- 
tutions all over America into efficient 
and inviting establishments. 

@ Scientific research, extending over 
nearly three-quarters of a century, has 
shown that color has a definite influence 
upon the physical, mental and nervous 
systems. Tests have proved that some 
colors stimulate and excite, others soothe 
and relax, still others depress, fatigue 
and irritate. 

@ Pittsburgh’s color experts and techni- 
cians, working with hospital and medical 
authorities, have based their system of 
COLOR DYNAMICS upon these recog- 
nized reactions to the energy in color. 


PAINTS e GLASS e 








@ aids convalescence 


@in many hospitals where COLOR 
DYNAMICS has been applied patients’ 
rooms have been given colors that aid 
convalescence. Color has been used in 
operating rooms to relieve eye fatigue 
and lessen nervous tension of surgeons. 
Graduated steps of receding colors have 
lessened the feeling of claustrophobia by 
patients in labor rooms. 


@ Color at nurses’ stations has promoted 
alertness and efficiency. The comfort, 
happiness and morale of resident staffs 
have been enhanced by the scientifically 
accurate choice of colors for their living 
quarters. By the purposeful use of color, 
housekeeping and maintenance problems 
have been simplified and reduced. 


@ You, too, can make the hospitals you 
are working on more efficient as well as 
more attractive institutions with COLOR 
DYNAMICS. You'll find the complete 


PirTSBURGH PAINTS 


CHEMICALS @ BRUSHES e@ PLASTICS 


| Pittsburgh Plate Glass Co., Paint Div., 


@ relieves eye fatigue in operat- 
ing rooms 


@ increases efficiency of nursing 
staff 


@ reduces housekeeping problems 


story of this new painting method clearly 
explained in a new booklet which we'll 
be glad to send you without cost. In it are 
numerous helpful and practical sugges- 
tions, 


Special Color 
Engineering Study— FREE 


@ We'll gladly submit a scientific color 
engineering study of hospitals you may be 
planning or building, free and without 
obligation. Call your nearest Pittsburgh 
Plate Glass Company branch and have 
one of our trained color experts see you 
at your convenience. Or, mail this coupon. 


SEND FOR A COPY OF THIS BOOK! 










Department MB-61, Pittsburgh 22, Pa. 
() Please send me a FREE copy of 
your Booklet “Color Dynamics.” 


(CD Please have your representative 
call for a Color Dynamics Survey 
without obligation on our part. 
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| Zechuive. THEMETILE 


Decorative inserts that can 
make a Kentile Rubber Tile 
floor the only one of its kind. 






Lighter, brighter beauty to 
harmonize with any residential 
or commercial color plan or 
decorative scheme. 


3. Cushioned Eeaily 


The quiet and comfort of rubber 
underfoot cushions each step... 


banishes aching muscles from 
housewife, sales help, customer 
or factory worker. 


The following literature is available on re- 
quest and is designed to aid in the specify- 
ing of floors and walls for residential or 
commercial building or remodeling. 


[_] Architects 


4-page, 4-color folder 
specifications 


showing Rubber Tile 
installations and 
reproductions of 
color line 


|_| Recommended and 
not recommended 
uses for Kentile 


Rubber Tile 


Please write the Kentile, Inc. office nearest you. 


SPECIFY KENTILE RUBBER TILE BY NAME because of its 


-.-appearance—This durable Flooring offers a full selection of 
modern, decorator colors for all residential or commercial interiors. 
..-installability—Can be applied over any interior smooth wood, 
metal or concrete surface not exposed to greases and oils—even 
below finish grade in contact with the earth if waterproofing mem- 
brane is used. 


...availability—Over 3,000 Kentile dealers throughout the country 
assure prompt attention to your needs. 


...service—Nine conveniently-located Kentile, Inc. offices; a nation- 
wide system of trained representatives; plus comprehensive tech- 
nical literature to help solve any flooring problem. 

...low cost—Prices depend on size and condition of floor, thick- 
nesses chosen and freight rates. Estimates available from any Kentile 
Dealer—listed under FLOORING in your classified phone directory. 





Only Kentile Rubber Tile gives your clients 
these 3 big advantages! 








KENTILE 
RUBBER TILE: 


KENTILE, INC., 58 Second Avenue, Brooklyn 15, N. Y. 
* 350 Fifth Avenue, New York 1, N. Y. * 705 Architects 
Building, 17th and Sansom Streets, Philadelphia 3, Pa. 
1211 NBC Building, Cleveland 14, Ohio + 225 Moore 
Street, S.E., Atlanta 2, Ga. * 2020 Walnut Street, 
Kansas City 8, Mo. * 1440 11th Street, Denver 4, Colo. 
e 4532 South Kolin Avenue, Chicago 32, Ill. * 1113 
Vine Street, Houston 1, Texas * 4501 Santa Fe Avenue, 
Los Angeles 58, Calif. + 95 Market Street, Oakland 
4, Calif. °¢ 452 Statler Building, Boston 16, Mass. 

















ONLY SELECTOMATIC 
TAKES YOU FROM 

FLOOR TO FLOOR SO FAST 
-.-SO SMOOTHLY! 


Maybe you think scared rabbits have fast “get- 
away” ... that feather-landings are tops for 
softness, And birds make more accurate land- 
ings than anybody. But, you haven’t seen any- 
thing until you ride a new Selectomatic elevator 
equipped with Synchro-Glide—the fabulous 
Westinghouse automatic landing control! 


Selectomatic ‘“‘masterminds” the over-all con- 
trol of the elevator system. Its ingenious “‘elec- 
trical brain” reduces waiting time toa minimum. 
And Synchro-Glide cuts floor-to-floor travel 
time 1% seconds per stop per car. These are 
the facts! 





But—to get a clear picture of how much these 
facts meah to you, you must see Selectomatic 
in action . . . enjoy its smooth, fast ride yourself. 





So, if you are in any way responsible for 
planning elevator investments, test ride Selecto- 
matic before you decide! Write today for the 
names of nearby Selectomatic installations you 
can “‘test ride.” 











Westinghouse Electric Corp., Elevator Divi- 
sion, Dept. F-1, Jersey City, N. J. 


For years, Westinghouse engineering developments 
have stimulated the vertical transportation industry 
to strive for ever higher standards of quality and effi- 
ciency. In every phase oj vertical transportation— 
equipment, maintenance, and service— Westinghouse 
has been the vanguard for progress. So, whatever your 
traffic problems may be—there’s a Westinghouse 
Integrated Vertical Transportation System to solve 
them completely. Look ahead with the leader .. . 

















~ 





you CAN BE SURE...1F ITS 


Westinghouse 


4-98605 
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_ ACOUSTICAL MATERIALS 


Ho V V CTO prepare the concrete is not dry, alkali and moisture from the 


concrete will attack the oils in acoustic cement and al- 

eee most certainly cause failure. If furring strips are used, 

| f: the moisture may cause warping and result in a very 
Cel 1n 5 SUL aces insecure installation. A new concrete ceiling usually 
requires at least six months under average drying con- 


ditions to provide a satisfactory base. 


New plaster ceilings also must have an adequate drying 
N | ANY architects have found that it’s helpful to period—four or five weeks are usually sufficient. Ver- 
know in advance the steps that may be neces- miculite plaster, however, requires more drying time 

sary in preparing a ceiling for acoustical treatment. because of its high moisture content. 
This not only assures a better installation but usually 


results in saving time and money. Remove lime, loose paint 

While many existing ceilings will serve as a good base Moisture and alkali aren't the only enemies of adhe- 
for the direct application of acoustical materials, some sives. The lime that’s left on new concrete and white 
will require extra preparation. Here are some of the coat plaster surfaces will destroy the potency of acous- 
points that may need special attention. tic cement. It is removed by the method shown on the 


opposite page. Oil is also harmful, and the use of oiled 


Surfaces should be firm and level concrete forms should be avoided. Coverings on exist- 


i Many ceilings that appear to be suitable for the instal- ing walls such as wallpaper, burlap, or loose paint will 
i lation actually may not be level enough for best results. also prevent a secure bond and should be removed. A 
i Uneven tiles can greatly detract from the appearance painted surface that’s firm and in good condition need 
: of a job. Ceiling irregularities should be leveled off or not be removed providing it does not soften after the 
F filled, loose plaster removed and replaced with wooden 48-hour test (shown below). 
+ strips. If the material is installed over furring strips, 
the strips should be checked with a level and shimmed Gypsum board for cement application 
where necessary. For mechanical suspension systems, Care should be taken when cementing acoustical mate- 
the only requirement is that proper anchorage is avail- rials to “dry ceiling construction.” Fiberboards and 
able to hold the hangers. paper bulp boards are subject to expansion and con- 


traction and therefore don’t provide a stable base. 
Gypsum sheathing is an excellent base for screw ap- 
plication, but it isn’t satisfactory for cementing because 


Guard against moisture 
A ceiling surface should be dry and seasoned before 


any acoustical material is installed. It’s very impor- of a surface coating that prevents a secure bond. The 


tant, for example, that a new concrete ceiling be al- most practical base of this type for cement application 
lowed ample time to dry out before the installation. If is gypsum board or lath. 


HOW TO TEST A PAINTED SURFACE 








7 7 


&..e Remove the tile. If the paint has 3 » If the paint has softened, remove 


] @ First, cement a single acoustical tile 
to the painted ceiling surface, and leave 


not softened, it’s safe to install an acous- 
it there for a 48-hour period. 


paint by scratching or with paint remover 
tical ceiling by cement application. 


Then acoustical tiles can be cemented: 
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You, too, can profit by INSU LITE Leadership 













“We gave 350 families better 
constructed homes at lower cost by using 
Bildrite® Sheathing” 


MONROE WARREN, Sr. 

President, Meadowbrook, Inc, 
A leading Washington, D. C. 
builder for 30 years. 





Monroe Warren, like thousands of other leading builders, has 
learned the meaning of INSULITE leadership 
through actual experience. Here's 
his story —in his own words: 


“Gentlemen: We know and appreciate the 
advantages of Bildrite Sheathing, for we 
have built more than 350 homes since we 
started using it. As reputable builders, we 
use only the highest quality materials; but 
we are always looking for economies, at no 
sacrifice *in quality, Our search led us to 
Insulite. 


Because it is stronger and more economi-_ 
cal, we use Bildrite instead of wood sheath- 
Seat ing. We store it on the job, where it is 
E. C. Buradorf, Meadowbrook's exposed to the weather for weeks at a time. Yet, due to 






nstruction Superintendent Insulite’s leadership in developing a tougher, more rigid 
~ board that is really water-proofed throughout, we have 
SN had absolutely no losses due to warping or buckling. 


Mr. E. C. Burgdorf, our Superintendent of Construc- 
tion, points out that the ease of h handling Bildrite-Sheath- 
ing on the job enables us to ‘close in’ houses faster, and 
substantially save on labor costs. 


With hundreds of thousands of feet of trouble-free use 
to back our judgment, we definitely prefer Insulite—and 
will continue to specify it on our new jobs. 


Sincerely, 
Monroe Warren, President 
MEADOWBROOK, INC.” 
INSULITE DIVISION 
MINNESOTA AND ONTARIO PAPER COMPANY 
MINNEAPOLIS 2, MINNESOTA 


More and more builders, are learning about INSULITE'S lead- 
ership . . . how it means extra quality and advantages— 
yet saves them money. Give your clients these advantages, 
too, by specifying INSULITE on your next job. For complete 
Refer to Sweet's File, Architectural Section —10a/In information and samples, just drop us a card, 
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No. 395 
Church COREX Seat 
in black or white 





COREX® is a special composition, molded over a 
core of hardwood fibrous chips, under tons of pres- 
sure, into a homogenous unit whose toughness and 
resilience defies fracture, cracking, chipping, warping 
or deterioration. 


Rigid laboratory control guarantees uniformity 


Heavy brass insert imbedded con- 
tinuously across back and locked 
into molded core, absorbs any for schools, hospitals, factories, and all sorts of in- 
stress, strain or shock. 


of the physical qualities which make Corex ideal 


dustrial and institutional installations. 





CHURCH PLASTIC WALL TILE 
Individual tiles of gleaming plastic in a 
wide range of colors, now available. 

Its light weight and ease of applica- 


| == Veals 


tion make it particularly suitable for 
remodelling, modernization or new 
industrial construction. 

Write for brochure and sample tiles. 





Cc. F. CHURCH MFG. CO., HOLYOKE, MASS. 
Division of American Raptator & Standard Saritary conroration 














AMERICAN-STANDARD © AMERICAN BLOWER © CHURCH SEATS © DETROIT LUBRICATOR © KEWANEE BOILERS © ROSS HEATER © TONAWANDA IRON 
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4505%2AA \lustrated 


e Another reason why the Sargent 4500 
leads among bored-in locks — it never 
has to “hang on by a fingernail” because 


the 4500 has a full 14” bolt throw. 


A better lock by — 











RAL FOR THE MAGAZINE OF BUILDING + JUNE 1981 





New York 


The lock that never 
hangs on by a fingernail 





The Sargent 4500 has a full 4%” ‘throw 


And you know the bolt will travel the full 
distance every time because the Sargent 
4500 is built with tour separate springs 
for smooth, positive latching. 


Write us for full details on this 
easiest-to-install lockset. Dept. 6F 


. Sargent and Company 


NEW HAVEN, CONN. Chicago 


Builders Hardware and Fine Tools since 1864 
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Now you can 
do something 
about the weather 


This is how you can help your client obtain complete 
comfort indoors, day and night, through all the seasons, 


Specify Bryant All-Weather Conditioning for refresh- 
ing summer cooling . . . automatic gas heating in winter 
. . . Stimulating air circulation all the year .. . and 
independent, automatic control of humidity that elimi- 
nates that cold, “clammy” feeling. 


The Bryant All-Weather Conditioner is designed for 
ease of installation and maintenance. All basic equip- 
ment and controls are concealed within a single, com- 
pact steel jacket. Cooling system, using safe, odorless 
Freon F-12, meets all code requirements. Hevigage Heat 
Exchanger and built-in draft diverter of heating com- 
ponent are porcelain-enameled for extra long life. Five 
different safety devices throughout the unit provide 
complete protection. 


Add value and livability to your designs with 
Bryant All-W eather Conditioning. For appli- 
cation data and specifications, contact the 
Bryant Distributor in your locality or 
write direct. Bryant Heater Division, 
Affiliated Gas Equipment, Inc., Dept. 
103, 17825 St. Clair Avenue, Cleve- 
land 10, Ohio. 





Let the pup be weatherman 





Bryant Model 576 All-Weather Conditioner. 
Made in B4, 3 and 5-ton cooling capac- 
ities. Gas heating inputs from 100,000 to 
200,000 Btu per hour, for use with all gases. 


ALL-WEATHER CONDITIONING 


Your single source of supply for everything 
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FOR INCREASED EFFICIENCY- 


By 









whe 
VL-440 


The “Officer”—Leader’s finest fluorescent fix- 
ture for all commercial interiors where beauty 
of appearance is as necessary as lighting efh- 
ciency. Available for 2, 3 or 4 40-watt lamps, 
also for Slimline lamps in lengths from 48” 
to 96”. (VL-240, VL-340, VL-440; NHC-280, 
NHC-380, NHC-480) 





1U0-240 


The “Stratoliner” — Highly efficient, heavy- 
duty, all-steel industrial fixture. Removable 
end caps and turret-type sockets for easy serv- 
icing. Open and closed end models for 2 or 3 
40-watt or 2 100-watt lamps. (TUO-240, TUO- 
340, [UO-2-100) 


Sold and installed by the better 
electrical dealers and contractors. 


movicas Nod Lighting Egugement Manufactum 











LEADER ELECTRIC COMPANY © 3500 NORTH KEDZIE AVENUE © CHICAGO 18, ILLINOIS 
Leader Electric—Western © 800 One Hundredth Avenue © Oakland 2, California 
Campbell-Leader, Ltd. © Brantford, Ontario, Canada 
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STEEL WINDOWS KNOWN FOR THEIR 


aos Lf 


4 





when low cost SS 
is essential, SQ >. 
the answer is Sa 


STEEL WINDOWS... KNOWN FOR THEIR 










337 MORE - 
STRENGTH! 





















Call in your Mesker Sales Engineer ~~ : 








For client confidence and your own good judgment —specify 





The World’s Most Beautiful Floorin 


e Rich, lovely wall-to-wall floor covering costing much less than carpeting 
¢ Defies time and wear—stays beautiful through years of service 
e Enhances the beauty of any home or private office you design 


1 gba by Goodyear, Wingfoot Vinyl is 
outstanding in resistance to time and 
wear. It is impervious to the action of greases, 
fats, oils, mild acids, commercial cleansers, 
waxes. Because its colors are built right into 
the wearing surface, Wingfoot Vinyl] keeps its 
rich, wonderfully warm color through years 
of service. It won’t fade, won’t “walk off,” 
won’t scrub off. 


Complete Range of Superb Colors 


Styled exclusively for Goodyear by Raymond 
Loewy Associates, Wingfoot Vinyl comes in a 
rainbow range of attractive correlated shades 
—either solid or tone-on-tone. They blend 


WINGFOOT laygl FLOORING {z 


GooD 
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beautifully with fabrics, draperies, wall decor 
—in either traditional or modern settings. 


You can specify Wingfoot Vinyl for a lovely 
wall-to-wall floor covering — at much lower 
cost than carpeting. And you'll be sure of the 
client satisfaction that comes from having an 
attractive floor that stays attractive with a 
minimum of care. 


See Wingfoot Vinyl Flooring today—in either 
sheet or tile — at your flooring contractors’ 
or dealers’ showrooms. For specification data, 
write direct to Goodyear, Flooring Depart- 
ment, Akron 16, Ohio. 


TILE 


EAR 














WIDE CHOICE OF COLORS 


makes Goodyear Vinyl ideal for showcase jobs 
This loveliest of all floorings is easily inst 
lends itself readily to “personalized” floors of 
your own original design. 


Wingfoot—T. M. The Goodyear Tire & Rubber Company, 
Akron, Ohio 
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Sketch of a typical 4 x 4 WIREWA installation showing 
complete flexibility, simplicity and use of fittings. HERE’S WHY 


Plant men like National Electric 4 x 4 WIREWA 4 x 4 Wirewa will do the job. 


for protecting wiring—wiring that may be re- @ It goes up fast . . . can be tapped or 


uted with i : 
routed, changed, tapped, or spliced frequently. pe et * out disturbing existing 


National Electric WIREWA provides steel pro- @ No flanges to line up and bolt when 
tection, plus accessibility, unequalled by any need. coectaa ae ee = 
other type of wiring raceway, for housing of to tighten. 


electrical wiring systems up to 600 volts. © seatided toon Sa ts 


may also serve as hangers. 
STEEL FOR PERMANENCE... @ Low maintenance, simple to reroute 
GROUNDED FOR SAFETY! and extend—100% salvable. 


Listed by Underwriters’ Laboratories, Inc. 


EVERYTHING IN WIRING POINTS TO lh 


“ 
_ 


National Electric Ge 














PROOUCTS CORPVRATION CF 


1334 CHAMBER OF COMMERCE BUILDING, PITTSBURGH 19, PA. 
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Whether you are remodeling or building a single dwelling, an 
apartment hocse or an entire subdivision, you can set the standard 
for Better Living in the homes you build . . . with Hotpoint All-Electric 
Kitchens and Automatic Home Laundries. 


Hotpoint’s labor-saving electric appliances take over—avutomatic- 
ally—the tedious, unpleasant, time-consuming kitchen and home 


\ 


| | \ for Better Living 





-.- and Hotpoint Leads in Modern All-Electric Kitchens and Home Laundries! 


laundry chores of today’s modern homemaker. Thus, more time and 
energy are conserved for the more important responsibilities. 


Engineered to be the finest . . . designed for the greatest utility and 
styled at the peak of modern custom, Hotpoint All-Electric Kitchens 
and Automatic Home Laundries add the distinguishing quality 1 
the fruly modern home. 





- 








| RANGES © REFRIGERATORS © DISHWASHERS © DISPOSALLS” © WATER HEATERS © AUTOMATIC WASHEI 
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EVERYTHING 
YOUR 
CUSTOMER 
WANTS 


IN A PACKAGE AIR CONDITIONER 





Here are the reasons why your customer will be happy with 
his Worthington Package Air Conditioner: 


QUIET—acoustically insulated cab- 
inet . . . no belts to wear or get out 
of line. 


VIBRATION-LESS—smooth-floating 


multi-mounted compressor . . . dy- 
namically-balanced fan. 


TROUBLE-FREE—compressor her- 
metically-sealed against dust and 
moisture . . . no pulleys, couplings or 


seals. 


NO ATTENTION NEEDED—pressure- 


type oiling . . . never needs replenish- 
ing. 


size bearings . . . four rings per piston 
...dynamically-balanced crankshaft. 


SAFE—high-pressure cut-out . . . high 
temperature safety switch. 


CONVENIENT —finger-tip selection of 
temperature . . . thermostatic control 
. . . finger-tip adjustment of louvres. 


ATTRACTIVE—plastic baked-enamel 
finish, scratch-resisting, washable . . . 
rounded corners, no projections . . . 
no “sweating”. 


ECONOMICAL—thermally-insulated 
. . . large copper-finned cooling coils 
... Worthington Feather* Valves. 
Each Worthington unit—3, 5 and 74 ton sizes**—is built 
to the same high quality standards as Worthington equipment 


for engineered systems, such as those described at the right. 
Write for Bulletin C1100-B29. 


*Reg. U. S. Pat. Off. 


LONG LIFE—compressor surfaces fin- 


ished to micro-inch accuracy ...over- 


**Also, for remote location: 7/4, 10, 15, 20, 25 ton units 
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AIR CONDITIONING AND REFRIGERATION 
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Another 
“Worthington-Conditioned”’ 
hotel 
in the National Hotel Co. chain 


The 400-room Washington Hotel, one 
of the leading hotels in the nation’s capi- 
tal, gets its air conditioning from a Wor- 
thington centrifugal refrigeration system, 
using chilled water. This is one of five 
National Hotel Company hotels to be 
Worthington-conditioned; the others are 
Hotel Jung, New Orleans; Travis Hotel, 
Dallas; Thomas Jefferson Hotel, Bir- 
mingham; Hotel Cortez, El Paso. 


Off-and-On heat 
calls for 
Off-and-On cooling 


The work performed in the research 
laboratory of Aluminum Company of 
America, East St. Louis, IIL, is of such a 
nature that excessive heat is produced 
intermittently. 

Certain of the rooms are provided with 
a “wild zone” of air conditioning which 
goes into operation automatically when 
the heat-producing equipment is in use, 
and the normal air conditioning zone can- 
not handle the load. 

This building is handled by a 125-ton 
Worthington air conditioning system com- 
prised of two Freon-i2 compressors and 
one evaporative condenser. 
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INVESTIGATE 
MORE WORTH WITH WORTHINGTON 


Consult Classified Telephone Directory for 
nearest Worthington distributor. Worthing- 
ton Pump and Machinery Corporation, 
Air Conditioning and Refrigeration Divi- 
sion, Harrison, N. J., specialists in air con- 
ditioning and refrigeration for more than 
50 years. ans 
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MULTI-VENT 


Low Velocity Air Diffusion 
CEILING PANELS 
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Architects — 
Narramore, Bain, 
Brady & Johnson. 


Engineers — 
Lincoln Boullion 
& Associates 
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Multi-Vent Panels installed throughout, completely 
concealed in standard acoustical ceilings. Air is intro- 
duced and exhausted through the perforations in 
standard mete! ceiling pans, eliminating all visible | 
outlets or grilles. 


ae i 


For COMPLAINT-FREE Heating and Ventilating 


IN THE SAN FRANCISCO FEDERAL RESERVE BANK, SEATTLE BRANCH 


Top-flight engineers and architects are now specifying Multi-Vent for air distribution 
in virtually every type of commercial and industrial building, new or old, where 
true comfort, or where perfect uniformity and accurate control of air movement, 
temperature, and humidity is demanded by their clients. 


For unlike any other diffuser on the market today, Multi-Vent panels do not 
depend on BLOW or THROW, (high velocity injection) for distribution. In fact 
Multi-Vent provides perfect over-all air distribution entirely by pressure displace- 
ment, completely free from BLOW. 


This pressure displacement principle, exclusive with Multi-Vent, does away with the 
main sources of draft hazards . . . thereby eliminating all of the most serious installa- See Sweet's Arch. & Eng. 


tion, balancing, and adjustment problems, inherent in the velocity injection principle, _ Files or write for detailed 


ypon which all air diffusers except Multi-Vent depend. eps ghee Pee yore 
Multi-Vent is by far and away the best, not only in performance, but in efficiency, °"9!neer in your vicinity. 


appearance, and economy of maintenance as well. 


i316 NORTHKOSTNER AVENUE CIicacosr ux, MULTI-VENT DIVISION 
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ww! MENGEL 


MAHOGANY 
Fluse DOORS 














The Mengel Company ... America’s largest manufacturers of hardwood products 
@ growers and processors of timber @ manufacturers of fine furniture @ veneers @ 
plywood e flush doors @ corrugated containers @ kitchen cabinets and wall closets 
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“Believe it or not”!—Mengel Flush Doors 
with faces of genuine African Mahogany can 
now be bought for less than comparable doors 
built with many conventional domestic woods! 


Why? Because Mengel, drawing from its own 
vast logging concessions in the heart of Africa's 
Gold Coast, brings its fine Mahogany veneers to 
America in tremendous volume. Second, Mengel 
has the wood-working equipment and know-how 
to manufacture its top-quality doors with mass- 
production economy and efficiency! 


Use the coupon to get full details about Mengel 
Mahogany Doors. Until you know the facts, you'll 
never appreciate the extra luxury, the extra values 
now immediately available for any kind of job. 


es 





THE MENGEL COMPANY 
Plywood Division, Louisville 1, Ky. 


Gentlemen: Please send me full information on Mengel Mahog- 
any Flush Doors—Hollow Core and Stabilized Solid Core, 
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WILE YOUR BUILDING BE PROFITABLE... 


AS LONG AS IT WILL STAND? 


modern circuit protection means built-in profit protection 


Modern commercial buildings profit if rentals are 
high, occupancy steady—if tenants are well 
served electrically. 

When electrical circuits go dead, business stops 
cold. Power outages affect illumination, business 
machines, maintenance equipment and air-con- 
ditioning systems. 

Panelboards are the nerve centers for most of 
these circuits. You can lick constant trouble, 
maintenance costs, future modernization expense 
by specifying Westinghouse Circuit Breaker Panel- 
boards. 

Here’s why! First, they are equipped with the 
well-known Westinghouse“De-ion®” Circuit Break- 
ers. You get modern, economical circuit protec- 
tion. Even unskilled personnel can restore power 
simply by flipping a switch. No fuses to replace. 
Circuit breakers are tamperproof, safe. 


Look behind the breakers. You'll find extra mar- 
gins of quality, safety and dependability in Westing- 
house Panelboards. For instance, a rigid reinforced 
back pan protects the entire assembly against 
distortion or damage during shipment or after 
installation. Other features speed installations— 
cut job costs. 

Be sure—specify Westinghouse. 

For your copy of our new booklet “Panelboard 
Planning” B-5260, write Westinghouse Electric 
Corporation, P. O. Box 868, Pittsburgh 30, Pa. 


J-93463 





PANELBOARDS ~ 


ARCHITECTURAL FORUM 





RUM 











ee. truly Greaseproof Resilient Flooring at moderate cost 


Shrugs off attacks of the acids, alkalis, 
oils and fats in food...stays at its sparkling 
best with a minimum of maintenance 
... brilliant colors brighten interiors. 


What does a restaurant man want in a resilient floor- 
ing material? 


First, he wants resistance . . . resistance to the factors 
in foods that can ruin ordinary resilient floors . . . re- 
sistance to the oils and fats, resistance to the acids and 
alkalis, that bite into a floor when food is spilled. 


Vitachrome gives him that . . . even 
more than he needs. 


periodic washing...and water-waxing, when it’s desired. 


Repairs are quick and easy. Replacement is limited to 
damaged area, because of tile-by-tile installation. 


Third, the modern restaurateur demands decorative 
beauty. A bright, attractive interior brings in customers. 


Vitachrome comes in many brilliant colors and sizes, 
making it difficult to beat for decorative versatility. 
And, since a restaurant man is a business man, he wants 
all these advantages at as low a cost as possible. 


Vitachrome again fills the bill, with its many advantages. 


Ask local Tile-Tex* Contractor. Or, if 
you don’t find his name in your tele- 


Sie: Vinita igilteaties ‘itines ; es phone directory . . . write THE TILE- 
Genaieeniseupinabve... hn weaked nes Tex Drvision, The Flintkote Com- 


with simple upkeep requirements. i _ ss RESILIENT 


ene 7 
ras 


Vitachrome merely needs daily 
sweeping, to remove loose dirt... 


NS 





pany, Dept. R, 1234 McKinley St., 
DR TSS Chicago Heights, Ill. 
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ea, ne *Registered Trademark, The Flintkote Company 
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_FENESTRA “'C" PANEL WALL of the U.S. Naval Reserve Training Center, Buffalo, N. Y. Architect: 
Magoon & Salo, N. Y., N. Y. Contractor: Villard Contracting Co., Hastings on Hudson, N. Y. 


Build by areas instead of inches! 


Now you can zoom a building up— instead of 
inching it up. You can save time, labor, materials 
and money as never before! 

Fenestra* steel “C” Building Panels quickly 
and simply interlock to form strong, solid walls. 
Your building is enclosed in a hurry. 

But that’s not all! A wall of these rugged, rigid 
sandwiches of metal and glass fibre insulation can 
be zipped apart and set up again farther out 
when you want to expand. 





A FEW DETAILS ON FENESTRA “’C’ PANELS 


Size: Standardized 3” deep, 16” wide, 7’ to 12’ 
long, 18 gage painted steel. They weigh only 
6.50 Ibs. per sq. ft. 

Elements: Made from two formed members 
joined into a structural, vapor-seale1 unit. As- 
phaltic impregnated felt is inserted inside full 
length between members to prevent metal-to- 
metal contact. Packed with glass fibre insulation. 
Double tongue and groove joints give three posi- 





Fenestra “C” Panels are only 3” thick ... but 
have insulation value better than a 12” thick 
brick wall. (And the difference in thickness gives 


tive bearing surfaces per panel, making wall of 
vertical “C” Panels an integral unit. 


For full information, call the Fenestra Repre- 





you 602 sq. ft. more floor space in a 150’ x 250’ 
plant! ) Noncombustible. So smooth that dirt and 
grease can’t get a grip. 


sentative (he’s listed under “Fenestra Building 


Products Company” in your Yellow Phone Book ) 


or mail the coupon. *Trademark 


eCnesli PANELS - DOORS - WINDOWS 


engineered to cut the waste out of building 








DETROIT STEEL PRODUCTS COMPANY 
Building Panels Division 

Dept. MB-6, 2251 E. Grand Boulevard 
Detroit 11, Michigan 


Please send me, without obligation, informa- 
tion on Fenestra Building Panels. 





Name aimed — 
‘ C é ™ 
“D" Panels for floors, roofs, Acoustical ““AD" Panels for “C" Insulated Wall Panels. a 
ceilings. Standard width ceiling-silencer-roof. Width Standard width 16”. Address 


SO eee 


16”. Depth 1%” to 7”. 16”. Depth up to 7%”. The depth is 3”. 
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Make it a “one-piece pipe line” 
with Walseal 








make it a 


One-Piece 
Pipe Line 





with SILBRAZ* joints 





Silbraz joints, made with Walseal* 
valves, fittings and flanges, actually 
make a “one-piece pipe line”’ of brass, 
copper, or copper-nickel I.P.S. pipe 
or tubing . . . leaky joints are com- 
pletely eliminated, and maintenance 
costs are reduced to the minimum. 
A Silbraz joint is silver-brazed — 
not soldered. This modern pipe joint 
will not creep or pull apart under any 
condition which the pipe itself can 


withstand ... vibration or corrosion 
will not affect it. A Silbraz joint is 
designed to have a tensile strength 
equal to about three times standard 
weight brass pipe, and the pipe will 
fail before the joint will pull apart. 

For full information about Silbraz 
joints made with Walseal valves, fit- 
tings and flanges, see your nearby 
Walworth distributor, or write for 
Circular 84. 


*Patented — Reg. U. S. Patent Office 


WALWORTH 


valves and fittings 


60 EAST 48nd STREET 


NEW YORK 17, N. Y. 
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DRAVO HEATERS... 


AS WELL AS MONEY... . FUEL 


Heating system steel needs can be slashed from 50% to 70% for the repre- 
sentative open-space industrial structure shown below . . . by using the 
direct-fired warm air heating method with Dravo “Counterflo” Heaters! This 
conservation, of vital importance today, adds another to the long list of econ- 
omies in money, fuel and labor effected by this heating method. 








The chart below gives the detailed comparative story. Every system is equiva- 
lent in Btu output. Steel requirements for the 13 methods have been carefully 
and conservatively calculated. 





It will be noted that Dravo Heaters not only take LESS steel in each fuel 
classification . . . but that the HIGHEST steel requirement in a Dravo in- 
stallation is almost 50% less than the LOWEST steel requirement in any 
other system. Of special significance is the contrast in pipe required. Jobs 
now held up by slow pipe deliveries can MOVE ... if Dravo Heaters are used! 
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Any time that YOUR jobs are delayed or deferred because of steel or pipe 
shortages, why not find out how Dravo “Counterflo” Heaters are expediting 
things for other users? And remember — steel savings are just one of the 
reasons that more and more Dravo “Counterflo” Heaters are heating increas- 
ing numbers and types of structures. You'll find many other good reasons 
listed at right, that will appeal to you. 
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Each heating system com- 
pared below was sized to 
make up a calculated 
12,000,000 Btu heat loss 
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in this representative in- 
dustrial building. 
TOTAL METAL REQUIREMENTS FOR VARIOUS HEATING SYSTEMS v 
GAS FIRED < OlL F 
DRAVO | HIGH PRESSURE | HIGH PRESSURE | LOW PRESSURE] LOW PRESSURE || Ppayg | HIGH PRESSURE i. 
ne ee 
BASIC HEAT GENERATORS 26,400 | 38,000 | 62,000 /|38,000 | 62,000 |'26,400 | 38,000 ¥ 
PIPING——Oil—Steam 9 
Boiler Roo iin 9,096 | 15,490| 15,490 | 35,308 | 35,308 4,352 | 15,790 
—— 3,500| 1,500 | 1,500| 1,500 |13,000 | 16,500 
ondensate 
UNIT HEATERS a 
including Traps & Starters 21,240/ 21,240 | 21,240 | 21,240 21,240 t 
STACKS & BREECHING 1,200 | 4,000 400 | 4,000 400 | 1,200 | 4,000 
PUMPS—Fuel Oil @ 
Auxiliary Oil—BoilerFeed 1,000) 1,000 | 1,000) 1,000 400 | 1,400 
STOKERS & FANS— # 
including Dust Collectors 2,000 
Fuel Oil Preheaters . 
STRUCTURAL STEEL 
Boiler House 7,000 2,000 7,000 7,000 
Foundation Reinforcing 4 
TONS of STEEL pn es 
REQUIRED it: 45 | 52 | 54 61 53 j 
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DISTRIBUTIL.. PIPING AND DIFFUSERS 
COMPLETELY ELIMINATED 


LEAST STEEL PER 1,000,000 BTU OUTPUT 


NO VALVES, TRAPS OR FITTINGS 


STAINLESS STEEL CHAMBER 
ELIMINATES REPLACEMENT 


DR AV9O CORPORATION 





Sales Representatives in Principal Cities. 


HEATING DEPT., DRAVO BUILDING, PITTSBURGH 22, PA. 


Mfd. and Sold in Canada by Marine Industries, Ltd., Sorel, Quebec. 
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| WITH IDENTICAL 12,000,000 Btu LOAD 
FIRED COAL FIRED <—— 
- HIGH PRESSURE | LOW PRESSURE LOW PRESSURE DR AVO HIGH PRESSURE LOW PRESSURE 
PACKAGED CONVENTIONAL PACKAGED CONVENTIONAL | CONVENTIONAL 
J STEAM GENERATOR BOILER STEAM GENERATOR || WARM AIR BOILER BOILER 
) 62,000 | 38,000 | 62,000 ||27,450 | 38,000 | 38,000 
4 15,790 | 35,608| 35,608 14,990 | 34,808 
7 14,500 | 14,500| 14,500 3,500 | 1,500 
4 21,240 | 21,240} 21,240 21,240 | 21,240 
J 400 | 4,000 400 || 1,200 | 4,000 | 4,000 
" 1,000 | 1,400/ 1,000 1,000 | 1,000 
) 2,000 23,850 | 15,000 | 15,000 
- 2,000 | 7,000 7,000 | 7,000 
ela: e 
a 58 621 67 . 52 61 








. «CONSERVE STEEL 


DRAVO HEATERS HAVE 
EARNED HIGHEST ACCEPT- 
ANCE BECAUSE THEY 


® use less steel 
® eliminate distribution piping 
® have lower initial cost 


® are very efficient in fuel con- 
sumption 


® concentrate comfort heat at the 
working level 


® reduce roof heat losses 
® burn gas or oil 


* are available in coal burning 
models 


® save man hours through auto- 
matic operation 


® require no attendant and neg- 
ligible maintenance 


® produce heat instantly and ONLY 
when needed 


® have stainless steel chambers 
for longer life 


® prevent rust and stain condi- 
tions in metal storage 


® bear UL label and AGA approval 


® require only stack, fuel and 
power line 


*® are portable and readily moved 
® provide year ‘round ventilation 
® are ideal for process drying 


*® avoid freeze up worries, leaky 
traps, valves, etc. 


* are shipped complete and flame 
tested 


® can be installed on floor, wall 
or roof 


* can be mounted upside down or 
horizontally 


® eliminate ductwork with 150 ft. 
air throw 


WRITE TODAY 
FOR BULLETIN 
HI—523 
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AT THE American Brake Shoe Company's Foundry 
and Press Room in the Brake Shoe and Castings 
Division at Meadow Lands, Pa., Architect Harry 
Lucht of West Englewood, N. J., effectively utilized 
PC Glass Blocks. Besides admitting an abundance 
of natural daylight, they heighten the architectural 
appeal of the building. They eliminate expensive 
sash maintenance, reduce heating and air-condi- 
tioning costs. And, at night, the interior illumination 
streaming through them affords protection for the 
surrounding grounds. The construction used in this 
handsome building is typical of the design used 
in the PC Vision-Lighting Plan. This plan consists of 
orientation-keyed areas of PC Functional Glass 
Blocks—selected for sun or non-sun exposure— 
used with vision-ventilation areas as required. 


ARCHITECT William J. Theodor of St. Louis, Mo., 
used multiple sizes of PC Glass Blocks in the 
Painters’ Building of that city, to achieve this in- 
genious decorative effect. Plenty of light is assured 
for the interior, maintenance of panels is easy, 
and complete privacy is afforded. 






























DISTRIBUTED BY PITTSBURGH PLATE GLASS COMPANY; W. P. FULLER & CO. ON THE PACIFIC COAST; 
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OAK RIDGE BUILDS— 
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Versatile Lightweight Mineral 
Adds Insulation, Fire Safety 
to DEFENSE CONSTRUCTION 


The fire-resistance of the walls and ceilings in the Senior High 
School, Oak Ridge, Tennessee, was increased 400%, for Zonolite 
brand vermiculite Plaster Aggregate was used in lieu of sand in 
plaster throughout. In addition to this added safety factor, the 
insulating and acoustical properties in this amazing mineral aggre- 
gate provide greater comfort and more pleasant conditions for 
student and teacher alike. 

Today, more than 27% of all plaster used, is ZONOLITE plas- 
ter, for both architects and builders know that only with ZONOLITE 
can they obtain all these qualities, frequently at lowest cost. 


Wit 
\() |e. 
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Zr ANDO 
mICULITE 
VESULATION 





In Elementary School No. 6, Willowbridge, Oak 
Ridge, insulation of exterior walls was achieved 
simply and economically by filling the cores of the 
building blocks with ZONOLITE Insulating Fill. 
This extremely effective installation is obtained at 
far less than normal costs, yet insures economical 
heating plant operation, year around comfort and 
greater fire safety. Zonolite Insulating Fill will last 
the life of the building, too, for it is an inert mineral, 
absolutely sterile. It will not pack nor rot; is rat and 


SEND COUPON TODAY 
ZONOLITE COMPANY 
135 S. LaSalle St. « Chicago 3, Ill. 
--———— 


ZONOLITE COMPANY 
135 S. LaSalle St., Chicago 3, Illinois 


Nae: 
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Please send me free information on the following 





! 
I 
: | ZONOLITE products: | 
verminproof. ( ) ZONOLITE PLASTER AGGREGATE , 
bd bd bad | ( ) ZONOLITE INSULATING FILL 
. | ( ) ZONOLITE CONCRETE AGGREGATE l 
In other new defense construction, Zonolite products are ( ) ZONOLITE ACOUSTICAL PLASTIC : 
cutting costs, saving vital steel, slashing construction time. | PD wtb t0c00bodbacs bas beer eben cbecodesdees ’ t 
Send coupon at right today and be certain you have all | Te COoe eee eee eeeeeseseseseeeeee P eereeeee “ ~ ereeeee 
. bs acikshinslendvetandes'eenkeatekt FORME... ++ Diccecne 
ST; available information and specifications. 
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. there's a Smithcraft fluorescent fixture 


for virtually any industrial location. The Oak Ridge Atomic Energy Project, for example, 
‘. one of the thousands of installations that utilize “lighting by Smithcraft". Textile mills, 
machine shops, industrial plants of every description . - - throughout the country, Smith- 

craft fixtures provide the “better-than-adequate’ lighting that's so effective in increasing 


labor productivity. 
There's a reason, of cours 


1+ doesn't matter what the application may be .. 





ting than meets the 
f design and manu- 
d long-term 


e. We all know that there's more to good ligh 
eye ... and that essential more’ is provided by Smithcraft's features © 
facture. These features assure ease of installation, ease of maintenance, an 
trouble-free service, as well as unexcelled lighting performance. 

We've compiled descriptive folders and specification sheets on every 
fixture into a bound catalog that's yours for the asking. Write for your cop 
see why "America’s Finest Fluorescent Fixtures’ are products of "Smithcra 


Smithcraft fluorescent 
Y, today. You'll 
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NO LIMIT TO THE USES OF 


ALUMINUM 


From thinnest foil to jet-plane armor, aluminum is the 
most versatile of metals. It has become the architect’s 
most modern material. No other metal within economic 
reach can be rolled so fine, extruded so easily in endless 
shapes, drawn, forged, cast. No other metal offers at low 
cost aluminum’s freedom from rust and resistance to 
corrosion. No other metal combines light weight with 
a strength which can be made equal to mild steel. And 
no other low-cost metal can equal aluminum’s radiant 
heat reflectivity. 

From this extraordinary range of characteristics stems 
the scope of aluminum’s uses. Aluminum roofing, sid- 
ing, gutters and downspouts, insulation and vapor bar- 
rier, windows, screens...these have become staple build- 
ing materials. Decoratively as well as functionally, the 
field broadens...aluminum spandrels, bas-reliefs, spires, 
railings, doors, moldings. And there is an increasing 
trend to aluminum structurals. 

Reynolds, leader in aluminum building products, 
offers literature on technical engineering subjects such 
as “Aluminum Extrusions,” “Aluminum Structurals,” 
as well as on the specific products shown. Address 
inquiries to Reynolds Metals Company, Building Prod- 
ucts Division, 2019 South Ninth St., Louisville 1, Ky. 











REYNOLDS ALUMINUM WINDOWS 


Reynolds Residential Casement, Double-Hung, Fixed and Picture 
Windows have won an outstanding reputation for superfinish, 
for strength of corners and consequent weathertightness, for 
beauty of design. Military demands for aluminum affect pro 
duction, but capacity is expanding. Check your supplier. 


REYNOLDS 
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REYNOLDS /ife/ime ALUMINUM 
INDUSTRIAL CORRUGATED 


As used on the 600-foot coal conveyor system of the 
Worcester County Electric Company, New England 
Electric System. .032” thick, with extra deep corru- 
gations (%” deep by 2%4” crown to crown), this cor- 
rugated weighs only 56 lbs. per square, yet supports 
80 p.s.f. uniform roof load over 4’ purlin spacing. 
This light weight combined with strength makes pos- 
sible important economies in framing. For low applied 
cost and lowest maintenance, specify Reynolds Life- 
time Aluminum Industrial Corrugated. DO-rated or- 
ders receive priority handling. 
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REYNOLDS ALUMINUM REFLECTIVE INSULATION 


Embossed aluminum foil bonded to one side (Type C) or both sides (Type B) of tough kraft 
paper...250 sq. ft. per roll, 25”, 33” or 35” wide. A preferred underfloor insulation and 
vapor barrier over unheated crawl spaces...approximate conductance 0.10 for one layer 
Type B. Excellent for sidewalls (Type B between studs), and over ceilings or under rafters. 


¢F38 
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REYNOLDS /ifefime ALUMINUM 
GUTTERS AND DOWNSPOUTS 


An excellent example of aluminum’s economy... 
rustproof gutters at about half the cost of other 
rustproof materials. Non-staining, too! Reynolds 
designs include Ogee and Half-Round...5” resi- 
dential gutters, with 3” downspouts, either smooth 
or stippled finish. Also 6” Industrial Half-Round 
with 4” downspouts. Military needs for aluminum 
affect production...check your supply source. 








Aluminum is required for planes 
and other military needs. Expan- 
sion is under way, but total sup- 
ply of aluminum building products 
is necessarily reduced. Keep check- 
ing your supplier for the products 
shown, and for Reynolds Lifetime 
Aluminum Nails and Flashing. 
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BETTER-ENGINFERED PRODUCTS FOR MORE THAN 45 YEARS 


PEELLE MOTORSTAIR DIVISION 


of THE PEELLE COMPANY 


47 STEWART AVENUE, BROOKLYN 6, N. Y. 
Offices in principal cities 
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A good plan 
is always better 
when it includes 

symbols for 


telephone outlets. 


BEL L 
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as fundamental as 


built-m plumbing... 


Leo L. Fischer, Architect 


You wouldn’t think of designing a home without concealed 

water pipes. Yet without telephone raceways, there’s always the 

chance that telephone wires will be exposed. 

To protect the beauty of thoughtfully planned interiors, 

it’s always wise to specify built-in telephone raceways. 

Your Bell Telephone Company will be glad to help you plan economical 
telephone conduit installations. 


Just call your nearest Business Office. 
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“Plywood Forms Permit 
Finish Surface To Be 
Cast With Structure” 


Say Architects of New Carnation 
Company Western Headquarters 


PLYFORM CONCRETE FORM panels were specified on 
the new Carnation Company Western headquarters 
building by Stiles Clements Associated Architects 
and Engineers for ‘‘smooth fin-free concrete, ease 
of handling and overall job economy. 

“Plywood offered the simplest and most direct 
medium for obtaining the smooth architectural con- 
crete,” explain the architects, “because plywood 
permitted an even-textured monolithic surface and 
the structure itself to be cast in one operation.” 

One more example of this fact: office building, 
factory, warehouse or bridge—architectural con- 
crete or construction project—Douglas fir plywood 
creates smooth, fin-free concrete. . . affords economy 
through time and labor savings, simplified form 
construction and low cost per use. 
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Another of the many excellent plywood- 
formed architectural concrete structures 
along Los Angeles’ famed “Miracle 
Mile” section of Wilshire Boulevard, the 
Carnation Company's new Western 
headquarters building is 10 stories tall. 
Adjacent to the larger building is a two 
story building which contains an em- 
ployee cafeteria and sales and display 
rooms for the company’s dairy products. 
Architects on the project are Stiles 
Clements Associated Architects and 
Engineers, Los Angeles. Job Contractors: 
William Simpson Construction Company, 
Los Angeles, California. 








Douglas Fir 





AMERICA’S 
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Ter tomorrows 
re brighter 
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Mrs. David Howard, a polio victim, 

was told she might never walk again. 
Today, after five months in New York’s new 
Institute of Physical Medicine and 
Rehabilitation she is home—keeps house, 
cooks—even hopes shortly to drive a car. 
Mrs. Howard’s recovery is typical 

of many now being effected by the 
special training and equipment used in 
this. great institute to bring new 

hope to the handicapped. 


Edwards is proud of its small part in 
that rehabilitation. For Edwards 
strengthens the vital link between patient 
and nurse through their new “soft- 
speaking” Nurses’ Call System. Alert, 
dependable, trouble-free, this system 

is one of the many Edwards installations 
that today spell greater safety and 
comfort in institutions everywhere. 


Safety Always Within Reach! . . . Simple, 
easy, almost effortless: The touch of a finger 
summons help. And thanks to 3-level Volume 
Control her softest whisper can. be heard. 





@ mt i 
A Triumph of Architectural Planning . . . 
The new Institute of Physical Medicine and 


Sight and Sound for Double Protection .. . 
A light flashes . . . the patient speaks. Nurse 
answers, learns patient’s needs without going 











Whatever your problem in electric signaling, 
communication or fire protection . . . for hos- 
pital, school, business or industry . . . Edwards 
can help you solve it. Write to Dept. B.6 


Edwards Company, Inc., Norwalk, Conn. . 











to bedside. Saves steps, time, needless effort. 





Rehabilitation, the first completed unit of 
the vast New York University-Bellevue 
Medical Center in New York, is devoted 
exclusively to helping the handicapped. 
Skidmore, Owings and Merrill, the archi- 
tects for this great institute, specified 
“Edwards” for the Fire Alarm as well as 
the Nurses’ Call System. The dependability, 
long-life and trouble-free operation of 
Edwards equipment was a vital factor in 
their choice. 


WORLD’S MOST RELIABLE TIME, COMMUNICATION AND PROTECTION PRODUCTS 
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(Top) Restaurant in the Florsheim Building, 
Chicago, designed by Shaw, Metz & Dolio. 


(Center) Barrington (Ill.) Consolidated High 
School, designed by Perkins & Will. 


(Left) Lucien Lelong, Inc., Chicago, designed 
by Loebi, Schiossman & Bennett. 
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Lupton Architectural Projected 
Window Installation in the South 
San Francisco Primary School, 
San Francisco, Calif. Architects: 
Bamberger and Reid. Builder: 
Gaspard and Henderson Con- 
struction Co. 


ee 
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Evecybouy’s happy with these Lupton Metal Windows! 

Teachers like the uniform, all-weather ventilation control — 
simply designed easy to operate hardware. 

Pupils like the slim frames and muntins that let in all the light 
and view—the more cheerful classrooms. 





Architects like Lupton Metal Windows because they are a 
quality product, precision built and backed by a leader 
in the field, with 40 years experience. 

Builders like their speedy installation through uniformity and 
strong construction. 

School beards like the long life of Lupton Metal Windows and 
their easy maintenance —they will not shrink, swell, 
warp or rattle. 

Write for our General Catalog—or see it in Sweet's. 


MICHAEL FLYNN MANUFACTURING CO, 
700 East Godfrey Avenue, Philadelphia 24, Penna. 


Member of the Metal Window Institute 
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Whenever you design a building there is one question you always 
consider: Is this building and its contents adequately protected from fire? 
“Fire and Your Business” 





| can help you answer this important question. It 


shows you how, and why a Viking Sprinkler can make your buildings infinitely 
safer from fire loss. In addition it shows how new Viking developments have 
eliminated the penalties formerly inflicted on interior design by sprinkler systems 


— maintaining the beauty and symmetry of the most care-designed interior. “Fire 
and Your Business” gives you valuable information on all types of sprinkler sys- 


tems and their application. It will show you how well equipped Viking engineers, 
strategically located throughout the country, are available to work with you and 
follow thru to make properly engineered installations quickly and economically. 


And remember this important point: Your clients will appreciate your far- 
sightedness when you show them how your Viking equipped building cuts fire 


protection costs as much as fifty to ninety per cent. 

All Viking Devices approved by Underwriters’ Laboratories and Factory 
Mutual Laboratories. 
To receive your copy write today. 


DON’T GAMBLE WITH FIRE — THE ODDS ARE AGAINST YOU! 
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A roofing sheet to remember 


...for protection 





against 
corrosion! 





Here’s a roofing sheet proved by time and 
severe conditions . .. Monel®. 


It stands up against smoke...rain... 
chemical fumes .. . all kinds of corrosive 
atmospheres. 


Monel can’t rust, and it stubbornly re- 
sists corrosion by acids, alkalis and salts. 
This not only explains why Monel roof- 
ing lasts so long, but also why it needs 
so little maintenance. 


“For the Life of the Building” 


“het wae 








41 YEARS YOUNG. This batten type Monel roof on 
New York’s Pennsylvania Station covers an area of 
300,000 square feet. Installed in 1910, it gives every 
evidence of lasting for the rest of this century. 


At the moment— because of the demana 
for nickel and nickel alloys in the de- 
fense program — the use of Monel for 
building applications is prohibited by 
Government order. 


But the time will come again when there 
is enough Monel available for normal 
roofing needs! Meanwhile, let INco help 
you in planning for the future. Call on 
our Architectural Section for the latest 
technical information and literature. No 
obligation, of course. 


67 Wall Street, New York 5, N. Y. 
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First im heating...first in plumbing 
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for truly modern 
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SMARTLY STYLED BASEBOARD RADIANT PANELS 
by American-Standard lend themselves perfectly 
to the modern trend of functional design. The 


of ordinary wood baseboard and become an in- SPACE SAVI NG, 
tegral part of the room construction. In this in- 
stallation, Type RC Baseboard Radiant Panels by ' 


American-Standard not only afford comfortable 


warmth but actually add to the decorative effect 
of the built-in book shelves. 


a SOLIS 


ace hemrmat 


y 


EXTENDING LESS THAN ONE INCH FROM THE WALL, 
these American-Standard Baseboard Radiant Panels 
are real space savers. Not only is the heating equip- 
ment out of the way, but the normally cold space 
along outside walls is comfortably heated, even in 
extreme weather. Baseboard Radiant Panels are 
easy to install in modernization jobs as well as in 
new construction. Shown here is a modernization 
job in which Type RC Baseboard Radiant Panels 
by American-Standard helped to convert an old 
garage into a beautiful, comfortable living room. 
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UNIFORM WARMTH AND COMFORT are 
assured throughout the room when Base- 
board Radiant Panels by American- 
Standard are installed. Baseboard Radiant 
Panels blanket the entire room with even, 
constant heat. There are no lags or cold 
spots. American-Standard Baseboard Ra- 
diant Panels completely solve the trouble- 
some heating problems in buildings where 
large areas of glass are used. Type R 
Baseboard Radiant Panels are installed 
in this new home. 




















, CHILL-CHASING BASEBOARD RADIANT PANELS 
| by [AMERICAN - Standard 














—_~ TYPE R PANEL, offering radiant FREE LITERATURE: If you would like further in- 
heat, has a smooth, smartly plain formation about American - Standard Baseboard 
Suet, tente: th eae anil Genndined Radiant Panels, contact the American-Standard 
, ° i sales office serving you and ask for a free copy of 
sections. External dimensions: 8 Form No. 736, which describes installation prac- 
inches high, 2 inches thick. (Same tice, or Form No. 773, which illustrates varied ap- 
sizes as Type RC). plications of Baseboard Radiant Panels in homes. 
= TYPE RC PANEL has slotted 
| openings near the top and an 
array of fins in the back, permit- LOOK FOR THIS MARK OF MERIT 
ting combined advantages of both 
radiant and -convected heat from 
the same panel. 









American Radiator & Standard Sanitary Corp., P. O. Box 1226, Pittsburgh 30, Pa. 
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AMERICAN BLOWER + CHURCH SEATS «+ DETROIT LUBRICATOR + KEWANEE BOILERS * ROSS HEATER « TONAWANDA iRON 
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Department stores to 
dairies . . . what a range that is! Air- 
conditioning a typical modern department store may require 

1400 tons of refrigeration which means 4200 gpm of 


water over the cooling tower with perhaps a 10° cooling range. 


Refrigeration for processing, storage and ice making in a new, hygienic 
milk plant presents a vastly different picture. It may require only 600 gpm or less 


of water circulated with a cooling range of 15°. 


Whatever water cooling conditions a project presents, there is a Marley 


cooling tower to fit it precisely . . . to provide for exact capacity and exact 


range .. . and to do its work with predetermined economy. Whether 


the necessary volume is 10 gpm or 100,000 gpm or more, Marley 


can cool either or any capacity between these extremes. 


That’s why Marley is the world’s largest exclusive producer 


Producers of 
DOUBLE-FLOW TOWERS 
AQUATOWERS 
VAIRFLO TOWERS 
CONVENTIONAL TOWERS 


of water cooling towers for refrigeration, power 


generation, petroleum and chemical processing. 


DRICOOLERS There’s a Marley Application Engineer in every large city. He 
NATURAL DRAFT TOWERS ° ° : ° ° ° 
oer taenre will gladly furnish information or selection assistance. 


Consult the classified section of your local telephone direc- 


tory for his telephone number and address. 
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The Marley Company, Inc. 


KANSAS CITY 15, KANSAS , 









REVIEWS 





THE PRACTICAL BOOK OF AMERICAN WALL. 
PAPER. By Lois and William Katzenbach, 1B, 
Lippincott Co., 521 Fifth Avenue, New York City, 
142 pp. 8” x 11”. Illus. $10. 


The recent history of wallpaper, its manufacture 
and use with 141 half-tone plates and 12 agetugl 


samples. 


YOURS — FOR HELP IN PLANT LOCATION, 
By New Jersey Department of Conservation @ 
Economic Development, 520 E. State St., Trenton, 
N. J. 


A booklet intended to help New Jersey by help. 
ing industrialists find suitable plant locations ip 
that state. 


THE BEHAVIOR OF ENGINEERING METALS, 
By H. W. Gillett. John Wiley & Sons, Inc., 440 


Fourth Ave., New York 16, N. Y. 395 pp. 6 x # 
$6.50. 


A concentrated thesis on metallurgy and a guide 
for nonspecialists in the choice of metals—for 
engineers only. 


BUILDING MODERN SWEDEN. cy Berti! Hulten, 


Penguin Books Inc., 3300 Clipper Mill Rd., Balth 
more 11, Md. 64 pp. 7” x 8%”. Illus. $1, 


A quick paper-bound look at some of Swedenis 
architectural accomplishments of the past decade 
and their relation to the Swedish people and 
their customs. y 





~*~ 


RESIDENTIAL REAL ESTATE IN CANADA 
By O. J. Firestone. University of Toronto Press, 
Toronto 5, Ontario, Canada. 514 pp. 6/2" x We 
$5. 


Sponsored by Canada’s Central Mortgage a 
Housing Corp., this big book is a technical 1 
port packed with statistics, tables and charts 
detailing the housing supply and demand | 
Canada and analyzing the impact of housing @ 
the country’s economy. 


THE ARCHITECTURE OF ANCIENT GREECE. 


By William Bell Dinsmoor. B. T. Batsford Ltd. 
122 E. 55th St., New York 22, N. Y. 424 pp. 6” x 0% 
Illus. $6.75. - 


A well-illustrated text book and history for the 
scholar and devotee of Doric, Ionic and 
thian details. | 





ee | 
ARCHAIC MARBLE SCULPTURE. sy Humty 


Payne and Gerard Mackworth- Young. william 
Morrow & Co., Inc., 425 Fourth Ave., New York 


N. Y¥. 230 pp. 10” x 13”. Illus. $15. 






A photographic catalogue for archeology students 
and those interested in the art of ancient Greet 
470 excellent photographs. 
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"Of coucce you can afford 
Automatic Heat. .. 


Well inetall a TEMCO 


Gas Floor Furnace” 
















quickly tu r | 


them the 


ing costs 





*% Fits righ 
vation ® ; 





velba 2 carries a 






*% Is backed by i 
lion home heating units. 








\ Meee ees. Bele Kat 


For full information on how Temco Inc., Division B-303, Nashville, Tenn. 


you can have the luxury of 


completely automatic heat Please send complete information on low-cost automatic 


and save money on con- heat the Temco Gas Floor Furnace way. 


struction costs, 


MAIL THIS 
COUPON 
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@ Unistrut is erected quickly, easily, with a minimum of 
engineering detailing—permits adjustments, changes or additions on 
the job or later—assures exact pitch or slope. No drilling, welding, spe- 
cial tools or equipment needed. Unistrut includes metal channel, fram- 
ing fittings, concrete inserts, clamps, hangers and other standard parts 
which combine to form the world’s most flexible system of support or 
suspension. Try Unistrut on your next piping job—save time, cut costs. 















Pipe Bracket Pipe Bracket Suspension Rod Pivoted Pipe Strap Hanger 
Saddle and Clamp Saddle Pipe Hanger Assembly 































Cast Iron 
Cable Saddle 


Triple Axle 
Pipe Support 
Pipe Su rt 
Continuous Run _——— 
Concrete Insert, 


3” to 20’ 










Note two kinds of end 
caps—at left, type A (plain) 
at right, type B lanchor). 





Entrance Anywhere 
along this Continuous Slot! 


Catalog and Wall Chart! 


j\ Representatives and Warehouse 
a \\\ Stocks in Principal Cities — 
co; ult your Telephone Directories 












U.S. Patent Numbers 
2327587 2363382 

2329815 2380379 
2345650 2405631 

Other patents pending 


without obligation. 


The World's Most Flexible All-Purpose Metal Framing Conpeiy 


UNISTRUT PRODUCTS COMPANY pe ae ra 





City 


ee ee 


‘igs eZ | iz continuous run 


| YE Sa 


UNISTRUT Susvends, Supports, fremes 
Mechanical Hpoing -n one Great Flexible System! 



















UNISTRUT PRODUCTS COMPANY 


1013 W. Washington Bivd., Chicago 7, lil., Dept. F-6 


Please send me 24 page Construction Catalog, 24” x 36” 
Wall Chart and sample of Unistrut as indicated below, 


() Catalog No. 500 [] Wall Chart [] Unistrut Sample 





—~< 


—— _ inserts may be in- 

| stalled vertically or 

— horizontally or at 
J 


UNISTRUT re UNISTRUT 


— Typical piping 
<.| — installation sup- 
s ported by Unistrut 
> framework, con- 

crete inserts and 
roller pipe supports. 
\ Slotted Unistrut channel 
permits attachment of fittings at 
any point desired. 








a 


q Tunnel job showing 
how Unistrut con- 
‘tinuous run concrete 





any angle required. 
Attachments made anywhere 
along slotted channel without dis- 
turbing existing connections. 


BZ 


Here are Unistrut 





concrete inserts in 

ceiling, and Unistrut hangers 

clamped to suspended pipes. For 

racking heavy overhead pipe runs, 

Unistrut trapeze assemblies (not 
illustrated) are ideal. 


CHANNEL SPRING 


stmaar 














1013 W. WASHINGTON BLVD. + CHICAGO 7, ILLINOIS 
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| Individual 


B VIKON 
Tar 
TILES 





- 


City oct on pap. 


@ 30 fade-resistant decorator colors and stainless steel 





@ will not warp, crack or craze 
resist heat and household chemicals 
@ fire-resistant, waterproof, seals out insects 


STEEL-ALUMINUM-STAINLESS 


VIKON aT ILE. 


t ONOMY RAE 


METAL 


VIKON TILE CORPORATION, 
Washington, New Jersey 













"The Original Individual Metal Tile’’ Established 1926 \ 


RUM 
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Build Strength, 
long life and <= 


Permanent Beauty |:' 


into your new hospital walls ... with 


NATCO STRUCTURAL CLAY TILE 





Natco Structural Clay Tile offers every 
desirable advantage for hospital wall con- 
struction—strength, permanence, attrac- 
tiveness, firesafety, imperviousness to 
moisture . . . plus construction economy 
and practically no maintenance. 


For interior walls, Natco Glazed Facing 
Tile provides added features of cheery 
brightness, cleanliness, “$T. VINCENT’S HOSPITAL 
sanitation, and germproof "Toledo, Ohio 


ities so necessa to 
= 3 “is Interior views showing 6-T series Natco 
wards, rooms, kitchens, _ Structural Glazed Vitritile walls. Natco 
laboratories, operating partition tile was also used in the build- 


rooms, corridors, etc. a 
Many of today’s newest  Architerte Maaulo& Quick St Lou 
and finést hospitals have Sons, Toledo, Ohio 
used Natco Structural Clay 
Tile for both interior and exterior wall con- 
struction. First cost is last cost—because 
Natco Structural Clay Tile never deterio- 
rates. Installation is easy and speedy with 
minimum material waste due to modular 
sizes. Each tile is marked ‘“NATCO” as an 
assurance of quality. Write for Catalog 
SA-50 for information and details. 






















Raggle Blocks hg 
Red Mingled Shades Ceramic Glazed Vitritile 
A" x SVs" x 12” Nom. Size 9 8” x 16” Nom. Face Size 











NATIONAL FIREPROOFING CORPORATION 


327 FIFTH AVENUE + PITTSBURGH 22, PA. 


Branches: New York « Syracuse « Detroit « North Birmingham, Alabama 
Chicago « Philadelphia + Boston « Toronto 1, Canada 
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“ELECTRIC ranges help me 


stay ahead of competition,” 





says 
Mr. Joseph P. Lenny 


Runnemede, N. J., builder 


The kitchen in the Cinder- 
7 ella Home haselectric sink 
and dishwasher, kitchen ven- 
tilating fan and automatic 
clothes washer. The range? 
... of course, it’s ELECTRIC. 








Cinderella electric home. 

sold 25 the day he opened 
his model house at Runne- 
mede, N. J., last Fall. There 
are 4 rooms with expandable 
attic for under $10,000. 


Pci Lenny calls this his 
e 


“In my experience, most home buyers can’t resist an all-electric kitchen. 


And the kitchen can’t be all-electric without an Electric Range. Although LEU A 
my homes are moderately priced, I offer this plus item and it helps me stay 


ahead of the field.” YOUE HOUSES WITH 
Builders like Electric Ranges because they help se// houses. Home buyers 
look for Electric Ranges because they're clean, cool, economical and fully E LECTRIC 


automatic. Why don’t you attract more home buyers by offering them a 


modern Electric Range? RANGES 


ELECTRIC RANGE SECTION, National Electrical Manufacturers Association 
155 East 44th Street, New York 17, N. Y. 


ADMIRAL + COOLERATOR « CROSLEY + DEEPFREEZE + FRIGIDAIRE + GENERAL ELECTRIC + GIBSON 
HOTPOINT + KELVINATOR « LEDO « MONARCH «+ NORGE «+ PHILCO «+ UNIVERSAL + WESTINGHOUSE 
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Architectural 
Concrete 

COO LITA Ciulalirige Ceawiy, 
Cconomy, brig Life 


= 





Back in 1938 the Loma Linda Food Company 
built the above factory in La Sierra, near 
Riverside, Calif. using architectural concrete. 
Clinton Nourse was the architect. Harold C. 
Whittlesey was the structural engineer. L. C. 
Havstad was the contractor. Today, this striking 
industrial plant is as attractive and new looking 
as the day it was completed. 


This is another example illustrating how 
industrial buildings can be constructed in archi- 
tectural concrete with all these benefits: (1) dis- 
tinctive appearance, (2) great strength and 
durability, (3) firesafety, (4) economy. Being 
moderate in first cost and requiring little mainte- 
nance over a long life, architectural concrete 
structures render true low-annual-cost service. 


Clean cut, impressive appearance is of para- 
mount importance in many types of industrial 


PORTLAND CEMENT ASSOCIATION 


DEPT. 6-7, 33 WEST GRAND AVENUE, CHICAGO 10, ILLINOIS 
A national organization to improve and extend the uses of portland cement and concrete through scientific research and engineering field work 


buildings while low-annual-cost service always 
is important to owners and investors. 


Whether you are designing an industrial plant 
like the Loma Linda food factory or one for any 
other use, architectural concrete is the ideal can- 
struction material. Being versatile and adapt- 
able, it can be used to create functional and 
imposing apartments, schools, hospitals, churches 
and other structures. Architects find architec- 
tural concrete an ideal material to use in giving, 
form to their finest designs, for it can be molded 
economically into the ornamentation of any 
design or period. Such ornamentation can be cast 
integrally with structural parts of the building. 


For additional information about designing 
and building attractive, economical architectural 
concrete structures write for free literature. 
It is distributed only in the U. S. and Canada. 
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WH 2 a 7 
Unig || Barn 
CL CL. 
zn 
Cc ‘Waroows 
Over BaTHRoom REF- Wesrinonouse REFRIGERATOR 
RA~ Westincnouse RANGE i 
DW- Westmicnouse Unven-Courrer, 
DISHWASHER, 


Bep Room S~ Som wr Westincnouse 
Waste -Away «® ELectric 
Foop Waste Disposer, 


WH- WesrincHouse WATER Heater 
‘ I~Inonzr 
D~-Wesrincnouse Crorues Daren 
L~Westincnouse LauxpROMAT 


This [DEA concentrates all Plumbing... 
Cuts installation and material costs! 


Bep Room N 





This small, low-cost home offers a feeling of great spaciousness and 
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the practical advantage of multiple use of space. 


Its novel arrangement is feasible because of the design of 
Westinghouse Appliances. 


The pass-through between kitchen and combination laundry and 
dining room is possible because the Westinghouse Dishwasher does 
not break the counter surface with a top-opening lid. The Laundromat® 
Automatic Washer and Clothes Dryer can be neatly concealed in a 
cabinet with roll-away doors. Moist air from the Dryer may be vented 
conveniently via the bathroom partition to the roof. 


You'll like the way Westinghouse Appliances fit into amy house ar- 
rangement. Your clients will like them, too, for their convenience, 
cleanliness and low-cost, trouble-free operation. Send for catalog. 


YOU CAN BE IF ITS 























REFRIGERATOR ° RANGE ¢ ° LAUNDROMAT + 





Westinghouse Electric Corporation 
Electric Appliance Division 
Mansfield, Ohio 
Gentlemen: 

Please send me a catalog describ- 
ing Westinghouse Appliances. 


Name_ 
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WATER HEATER * VENT PAN -* WASTE-AWAY 


Leceuiemapatiipemasanananapiepeed 
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e All exterior marquees are aluminum, by Overly. 


GENERAL DATA 


NAME: Main Terminal Building, Greater 
Pittsburgh Airport 


LOCATION: Moon Township, Coraopolis, 
vania 


OWNER: County of Allegheny, Pennsylvania 
SIZE: Main building is a half-circle, 460’ in 


diameter; over-all width is 575’; over-all 
length, including south dock, is 1060’. 


COST, MAIN BUILDING: Approximately $9% 
million 


FIGHTER BASE: Air Force protection is 
adjacent. 


COUNTY DATA 


BOARD OF COUNTY COMMISSIONERS 
a J. Kane, Chairman 


arry W. Fowler Ernest Hillman 


DEPARTMENT OF AVIATION 


ohn B. Sweeney, Director 
Edward G. Messner, Chief Engineer 


DESIGN DATA 


ARCHITECTS 
The Office of Joseph Hoover, 
Pittsburgh, Pennsylvania 

CONSULTANTS 


Parsons, Brinkerhoff, Hall & MacDonald, 
New York City 


ENGINEERS 
Lee W. Cook, Structural 
E. S. Tower, Plumbing 
J. P. Warner, Electrical 
T. F. Rockwell, Mechanical 
William Murdoch, Sanitary 


CONSTRUCTION DATA 


GENERAL CONTRACTOR 
Dick Construction Company, 
Pittsburgh, Pennsylvania 
OVERLY ALUMINUM FABRICATION AND ERECTION 


Air-conditioned Penthouse; Comfort Sta- 
tion, walls and louvers; Coping, and gravel 
stops; Control Tower; Cornices; Dome on 





(OVERLY ALUMINUM, CONTINUED) 
Mirador; Electrical-equipment Room; Ele- 
vator Penthouse; Flashings; Marquees; 
Mirador; Theodolite on Mirador; Ticket 
Booth, permanent; Vent Caps; Window 
Soffits OVERLY STEEL ITEMS 
Kalamein Doors; Pressed Steel Frames 


Observation tower 
also is aluminum, 
erected by Overly 
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e Overly aluminum work gives lifetime protection. e Aluminum mirador, dome, and theodolite by Overly. 





is prepared for 
AIR PROGRESS 


The Greater Pittsburgh Airport ranks with the nation’s 





largest, and the modern super terminal building pictured 





on these two pages will meet the expanding needs of this 





progressive region for a long time to come. West and 
east docks will be added as needed. Although many 
innovations are represented architecturally in the design 
and materials, all were planned for initial and ultimate 
economy. Overly is proud to have been selected for the 


prefabricated architectural aluminum work and its installation. 


Over ] Manufacturing Company 


Greensburg, Pennsylvania 





ree es 








, Sales Representatives 
esha in all Principal Cities 
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Seeley-McCord School, Benton Harbor, Mich, 
Maurer & Maurer, South Bend, Ind., Architects 
Ray Stevens Co., Kalamazoo, Mich., Contractor 


/ 
eid 








The little old 


red school house 











was never like this 


EADING, WRITING AND 'RITHMETIC are taught in QUIET, | ney 
well lighted, properly ventilated class rooms at many schools and 

universities today. The conversion of an ordinary plastered 
or composition ceiling to an acoustically correct one is a simple matter with 
Securitee Systems*. This method of mechanical attachments for 
erecting acoustical tile is easy to install, assures structural permanence and lasting safety by 
giving proper full length tee support at all times. 
It also allows easy access to piping or wiring. 
Securitee Systems* superiority on new installations 
has been proven by the test of years. Learn more 


about this low-cost, efficient method— 





see your local acoustical applicator or write direct. 


W. J. HAERTEL & CO. 


832 West Eastman Street e Chicago 22, Illinois 


*T. M, REG. U.S. PAT. OFF. 


West Coast Distributor—Cramer Company, 125 Barneveld Ave., San Francisco. Calif. 
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than ordinary water heaters! 


You benefit — your clients benefit—from the great and ever-growing 
popularity of Permuglas Automatic Water Heaters. Popularity means 
mass production—mass production means ¢conomy—and the savings 
are passed along to you. Result? Now there’s no premium price on 
premium-quality Permaglas! 

You're wise to recommend —to all clients—the water heater with 
the glass-surfaced steel tank that cannot rust because GLASS CAN’T 
RUST! You can assure them long, trouble-free water heater life with 
proved protection against tank rust and corrosion. And you can offer 
these benefits with no price penalty. 


Why specify anything but the best... 
more than ordinary water heaters? 


SIZES AND TYPES TO FIT EVERY NEED 


Whatever the hot water requirements of your clients, there’s a 
Permaglas Automatic Water Heater to fit every need . . . every fuel 
preference . . . manufactured, natural, mixed or LP gases. Also a 
complete line of electric models. If you have a water heating problem, 
call in your local A. O. Smith distributor. He will 
be happy to help in every way possible. 

ALA. File No. 29-D-2 


PERMAGLAS ¢ DURACLAD 


Boston 16 © Chicage 4 © Dallas 2 © Denver 2 © Detroit 21 © Houston 2 © Los Angeles 12 
Midiand 5, Texas ¢ Milwaukee 2 ¢ New York 17 @ Philadelphia 3 © Phoenix 
Pittsburgh 19 © Salt Lake City | e San Diego | © San Francisco 4 © Seattle | 

Tulse 3 © Washington 6, D.C. © International Division: Milwaukee ! 
Licensee in Canada: Joha Inglis Co., Lid. 


now that Permaglas costs no 


See Section 70° 


A.O.Smith 











AUTOMATIC WATER HEATERS 
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TODAY ALL YOUR CLIENTS 
CAN AFFORD PERMAGLAS! 




















ny A.O. SMITH A.O. SMITH 
UL) Comaglas tima las 
@ AUTOMATIC ELECTRIC 


WATER HEATER 


he 

Se 
AUTOMATIC GAS = => 
WATER HEATER 






Can’t Rust Because 


Glass can’t rust! 


NEW! EXCLUSIVE CERAMITRON CONSTRUCTION 
(Patent No. 2267361) assures positive pro- 
tection of glass-surfaced steel tanks against 
attack by all corrosive waters. Only A. O. Smith 
Permaglas has it! To get complete de- 
tails—check coupon for free booklet. 








= 


(3 
. 





~~ MAIL FOR COMPLETE DATA 





A. O. Smith Corporation, Dept. AF-651 ¥ 

Water Heater Division, Kankakee, Illinois SS 

] Send me, free, complete specifications of “y 
A. O. Smith Permaglas Automatic Water Heaters. 

() Send me, free, booklet by Don Herold describing exclusive 
Ceramitron Construction. 


[] Give me name and address of nearest A. O. Smith distributor. 


Name 





Firm 





Street 





a Ne Te 








> ee ee ee ee ee ee ee ee ee ee ee ee ee ee eee 
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In almost any type of commercial, industrial or institutional 
building you design, Stanley Magic Doors offer practical 
and important advantages to clients. 


Actuated by either “Magic Eye” (photoelectric) or “Magic 
Carpet” controls, Stanley Magic Doors open automatically on 
approach, stay open till all traffic has passed safely through, 
then close quickly and silently. 


Pictured here is one of the eight service door installations at 
the new Brown University Refectory, Providence, R. I. 


With Stanley Magic Doors it’s a fast, easy trip from kitchen 
to dining room —there’s no fighting or fumbling to open 
doors manually. Traffic flows smoothly — collisions and dish 
breakage are reduced. And by closing door promptly, 


_ kitchen noises and odors are minimized. 


More than 11,000 Stanley Magic Door installations are at work 
on busy doors of all types of buildings — making operations 
more efficient, more profitable. 


Write for full information on Stanley Magic Doors... see how 
easily they can be adapted to almost any requirement 
of space and location, and can be installed on existing doors. 


STANLEY | voor canis 
Sr "The Magie Door” 


HARDWARE * TOOLS * ELECTRIC TOOLS © STEEL STRAPPING © STEEL 

















DOOR CONTROLS 





Magic Eye (photo- Magic Carpet looks 
electric) controls like an ordinary rub- 
utilize a beam of light ber carpet. Contains 
which, when _inter- a low voltage contact 
rupted by a moving unit which is actuated 
object, automatically by a person’s weight, 


sets the door-open- 
ing mechanism in 
operation. 





automatically setting 
the door operator in 
motion. 


COMPLETELY AUTOMATIC DOOR CONTROLS FOR SWINGING, SLIDING OR FOLDING DOORS 














r —_— rr es re se ee es es ee ee a - 
| THE STANLEY WORKS, Magic Door Division ) 
| 303 Lake Street, New Britain, Conn. | 
[J Kindly send me full information on Stanley Magic Doors. | 
| [] Please have your representative call. | 
. Your name <a 
| a ! 
} a OS CRS ee se 
8 city... State - § 
Ta seeaiceaiaiinn — ee eee ee ee ee ee ee ee ed 
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... for Commercial 
and Industrial Heating 


All the Advantages of a 
Central Heating System 
in ONE 
forced convection 
OVERHEAD GAS HEATER 


(U.S. Patent #2519496) a 
——— 


orn 
-_— 


new Vlorrman “THREE-SIXTY” 


CIRCULAR DESIGN DISTRIBUTES HEAT HORIZONTALLY IN A 360° RADIUS 


@ NO BLAST of hot or cold air with 360 degree horizontal heat dis- @ EASILY AND QUICKLY INSTALLED in New or Remodeling Installa- 
tribution. tions. 

@ FORCED EXHAUST of Combustion Products Eliminates Draft Di- @ LOW VELOCITY Impeller Assures Quiet, Comfortable Air Distri- 
vertor and Venting Problems. bution. 

@ FLUSH MOUNTING AND SHALLOW DEPTH Allows Ample Head @ SMART STYLING—Controls and Venting Completely Concealed. 


Room in Low Ceiling Applications. 











.. . for Space Saving 
Residential Heating 


Norman SOUTHEKNER 


HORIZONTAL GAS FURNACE 


GET THE FACTS—MAIL THIS COUPON 


NORMAN PRODUCTS CO. 
Dept. F-3, 1100 Chesapeake Ave., Columbus 12, Ohio 


t'm interested in “Stepping Ahead With Norman.” Please send 
free literature giving full details and specifications on: 

















.] Norman Three-Sixty (] Norman Southerner 
The Original Compact Horizontally Designed Forced sane 
Air Gas Furnace for economical space-saving installa- 
FIRM NAME 
tion in attic, under floor, basement, closet. 4 sizes, << 
40,000 BTU to 100,000 BTU. Seer 
ciTY ZONE___STATE 
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Brawn in the Doors 


helps Brains in the Classrooms 





Roddiscraft Door installation at new Senior High School, Oak Ridge, 
Tennessee. Architects — Skidmore, Owings & Merrill. 


Standard Thickness Face Veneers* Prove the Best 


The thinner the face veneer, the less wood exposed outside the 
waterproof glue line. That’s why Roddiscraft Standard Thick- 
ness Face Veneers — 1/28 inch for most woods — retain their 
original beauty. Exposure tests show checking patterns become 
coarser and more conspicuous as the face thickness increases. 
Thin veneers permit better matching, are more resistant to abuse, 
and can be repaired more satisfactorily in the event of damage. 


*1/28 inch thick for most woods 








NATIONWIDE AndDisrraft warREHOUSE SERVICE 


Cambridge, Mass. ® Charlotte, N. C. © Chicago, Ill. ® Cincinnati, 
Ohio © Dallas, Texas * Detroit, Michigan ® Houston, Texas ® 
Kansas City, Kan. © New Hyde Park, L. I., N. Y. © Los Angeles, 
Calif. ® Louisville, Ky. © Marshfield, Wis. © Milwaukee, Wis. ® 
New York, N. Y. © Port Newark, N. J. © Philadelphia, Pa. © 
St. Louis, Mo. © San Antonio, Texas ® San Francisco, Calif. 








Roddiscratt 


Solid Core Flush Veneered Doors 


Sturdy « Silent + Safe » Waterproof 


Combined in Roddiscraft Standard Con- 
struction are all the required elements of 
a superior door for school use — both 
interior and exterior. 

Roddiscraft Solid Core construction is 
an effective barrier to sound. It shuts 
disturbance out of classrooms — reduces 
distractions — improves study conditions. 
Independent tests show an average sound 
transmission loss of 30.9 decibels for the 
standard 134” door. 


Roddiscraft Solid Wood Core welded 
to tough 1/10” hardwood crossbandings 
makes it puncture-proof — reduces main- 
tenance and repair costs. 

Roddiscraft Standard Construction pro- 
vides a margin of fire protection above 
requirements. Independent tests have 
proved time and again the ability of Rod- 
discraft Solid Core Doors to exceed the 
40-minute fire test. 


Double protection against moisture ab- 
sorption with two waterproof glue lines 
— makes Roddiscraft suitable for any 


climate and any condition of humidity. 


With all these utility features, Roddis- 
craft offers the beauty of natural wood. 
It provides architects with opportunities 
for modern or conventional interior treat- 
ments. Available in a wide variety of 


domestic and foreign hardwoods. 


Roddiscraft 


RODDIS PLYWOOD CORPORATION 


MARSHFIELD, WISCONSIN 
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DESIGN DETAILS 


PLATE 4 LIGHTING 


.-Cornice Light 
.-Pin-Hole Spot 











How to Add “Quality” Appeal 
with “Economy” Dollars 





When you're weighing “extras” to give “quality” appeal 
to your homes, decorative lighting should be at the 
top of your list. 

Design details are simple. Construction costs are 
low. Results can be striking. 

In the room illustrated above, cornice lighting em- 
phasizes the striking wall decoration, highlights the 
draperies and gives good general illumination of the 
room. A pin-hole spot in the ceiling draws attention 
to the table... decorations ... setting. The result 
speaks for itself. 














; 4 Cornice, valance, cove, and recessed lighting are 

PIN-HOLE SPOT <a: : 
some types of decorative lighting that are being 
used throughout the home. They’re the kind of “extras” 


: ; that make people dissatisfied with what they have... 
you can BE SURE.. te its 3 


make them prospects for new homes or modernization, 


e It will pay you to investigate these possibilities . . . 

\ Vestin house fF ask for booklet. Better Homes Bureau, Westinghouse 
a Electric Corporation, P. O. Box 868, Pittsburgh 30, Pa. 

G-10151 


Lighting is only one of emer cm ee eee eee eee ee 
afcratalceli Gh alate Mictelitia-s Mialeh ’ 
will add value Better Homes Bureau 
rel iam areliil= ie mela-) Dept. MB-6 
ee ae : a Westinghouse Electric Corp. 
ee i P. O. Box 868, Pittsburgh 30, Pa. 


automatic 
adequate wirirg all a Please send me a FREE copy of your book—Design 
scribed in this 24-peae b ¥ Details for Electrical Living Homes— B-4671-A. 


let. Send for your free py ; Name... 


Street_ oe 


ES Oe ie i a 
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Designed and 


Northern Virginia Power Co., Riverton, Va. 


built by Sanderson & Porter, Inc. Chapman, Evans & 
Delahanty, Associate Architects. 


PERFECT 





lowe Public Service Co., Eagle Grove, lowa 


Designed and built by lowa Public Service Engineers 
and J. F. Pritchard & Co. 








Tennessee Valley Authority Watauga Project 
Elizabethton, Tenn. 


Every feature of a Q-Panel is a 
desirable feature for powerhouse 
construction . . . which explains why Q-Panels 
have captured the powerhouse market. 
Q-Panels go up fast—50 sq. ft. in 9 minutes. A 
small crew quickly attaches the panel to the steel 
framework. Little blocks don’t pile up fast. It’s 


much quicker to hang a wall than to pile it up. 


Q-Panels provide a maintenance-free exterior; 
they are available in a variety of materials for 
exterior finishes, depending on their availability 
at time of ordering. 

A Q-Panel is an insulated metal sandwich, only 


-3” thick but with insulation value greater than a 


12” masonry wall. 
The striking fluted surface of Q-Panels is now a 
familiar sight on powerhouses from coast to coast. 


Write for Q-Panel Catalog 
H. H. ROBERTSON CO. 


Factories in Ambridge, Pa.; Hamilton, Ontario; Ellesmereport, England. 


~~ we 






Offices in ALL Principal Cities 
in the U.S.A. and Canada 


Note clean, quick, dry, safe, curtain- 
wall construction. 
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y” Richards 


“OF ENGLAND 


CLAY WALL 










i 


P re ss | 
i i ll 


7: ARCHITECTS 
BUILDERS 


INSTALLERS 





Here is a new concept of Beauty, Endurance, and Econ- 
omy for the Architect, Builder, and Installer . . . for 
Stylon, and Richards of England, with their combined Whether the job is big or small . . . whether you have a 


facilities, now bring you a truly modern line of Floor and project on the board for new building or modernization 
Wall Tiles . . . dazzling with new true-tone colors, delicate work, yours will be a wise decision to recommend Stylon 
- tints and exquisite mottled effects . . . an array so brilliant and Richards of England. You can assure your clients of 
and so distinguished that hundreds of new color and de- Beauty they can see . . . Economy they can measure ... 
| sign combinations are now possible. and Endurance they can gage. 


Qt GR Gan Gn GE EE Ge EE GE GS GP ES GS GS GE GP GS DG GE ep 








wae eee A Boston 15, M 

| BEAUTIFICA TION I Gentlemen: Please rush ail latest seeing on Stylon and | 
FOR j Richards of England. 

THOSE WHO BUILD Weer BRO MIR occscne...ccosscecsncansctneazabeninscnsescnsiigseeispseslbaaiisiane segstaias - 

| ie PER. ic. ..0icss. nso ckiebiaicmnssstieineieliinaniasmmmaanaaa abe j 

GP Street ann. ecesscsesssessessessnenereseeteneseenssenensssanensanenenssossesaneneanecaneneaess i 

TO I a os Wee A Dette: 1. Saccuaeiain I 
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Corbin Hardware 
Selected to 
Insure Efficient 


Operation of 





Varied Types 


of Doors 


Full hospital facilities, located 
on the upper floors, are available to 
occupants of-the approximately 

200 rooms in the new Home 

for Aged Jews, Chicago. Architects: 
Loewenberg & Loewenberg; 
General Contractor: Morris Handler 
Co., Inc.; Corbin Hardware 
Supplied By: Howell Hardware Co. 


Corbin Hardware used at the Home for 
Aged Jews includes, among other items: 


A more convenient building, a more economical building — if 
these are two of the advantages of selecting Corbin Hardware ! 
for such carefully planned construction as the new Home for 
Aged Jews, Chicago. 

The entrance doors of this building are equipped with Corbin _—— 
Automatic Exit Fixtures, providing maximum safety in emergen- @& (6) = - © 
cies. For high security, many of the interior doors are fitted with Pe Ao : yh. 
Corbin “900” Series unit locks. Other interior doors have Corbin 4 if, nia) i - 
cylinder office door locks, dead locks or rim dead locks, master- ‘a 20 scngae 
keyed to their special requirements. DEAD LOCKS OFFICE DOOR LOCKS 

The completeness of the Corbin line makes it possible to select 
exactly the right lockset for each door and yet to have all locksets 
harmonious in appearance and master-keyed as needed. There — 
is no cause for costly over-specification or inconvenient under- AUTOMATIC 


ee fa | 
specification. Thus both initial EXIT FIXTURES ige 


costs and maintenance costs are [GOOD BUILDINGS DESERVE GOOD HARDWARE | KY a 
kept to the minimum. oo 


elele} GieiRe}) 3-3.) DOOR HOLDERS 

















“Good buildings deserve good Vis 

hardware” ... and when you Cf] AlN 7, 

choose Corbin, you choose the I (( ’}. “900'' UNIT LOCKS 

finest — for convenience, for ap- . 

pearance, for lasting economy. P. & F. Corbin 

DIVISION 
THE AMERICAN HARDWARE CORPORATION, NEW BRITAIN, CONNECTICUT, U. S. A. 

122 ARCHITECTURAL FORUM THe 








UM 











Milburn Country Club, Kansas City. Emil O. Bayerl, architect. 
Simpson Acoustical Tile installed by Kelley Asbestos Products 


Company, Kansas City, Missouri. 


THESE SIMPSON ACOUSTICAL CONTRACTORS 


ALAB A 
s interiors, Inc.. Mobile 
ARIZONA 
H. Baidwin, Tucson 
CALIF RNIA 
Coast Insulcting Products, 
s Angeies 
er Company, Son Francisco 
and Fresno 
COLORADO 
Construction Specialties Co. 
Denver 
CONNECTICUT 
W. T. Roberts Construction Co, 
Hartford 
GEORGIA 
Dumas and Seoarl, inc., Atlanta 
KUNOIS 
General Acoustics Company, 
Chicago 
Melvin R. Murdy, Moline 
INDIANA 
The Baldus Co., inc., Fort Wayne 
KANSAS 
Kelley Asbestos Products Co., 
Wichita 
KENTUCKY 
Atias Plaster & Supply Co., Lovisville 
LOUISIANA 
Pioneer Controct & Supply Co. 
Baton Rouge 
MASSACHUSETTS 
W. T. Roberts Construction Co, 
Cambridge 
MINNESOTA 
Dale Tile Company, Minneopolis 
MISSISSIPPI 
Stokes Interiors, inc., Jackson 









ce 


its 


rie 


OFFER YOU A COMPLETE ACOUSTICAL SERVICE 


MISSOURI 
Kelley Asbestos Products Co 
Konsas City 
Hamilton Company, Inc., St. Louis 


NEBRASKA 
Kelley Asbestos Products Co 
Omaha 
NEW YORK 
Robert J. Harder, Lynbrook, L. 1. 
OKLAHOMA 
Harold C. Parker & Co., inc 
Oklahoma City and Tulse 
OHIO 
The Mid-West Acoustical & 
Supply Co., Cleveland, Akron 
Columbus, Dayton, Springfield 
and Toledo 
OREGON 
Acousti¢ts Northwest, Portiand 
R. L. Elfstrom Co., Salem 
TENNESSEE 
D. E. Madden Co., Inc, Memphis 
John Beretta Tile Co., inc., Knoxville 
TEXAS 
Bive Diamond Company, Dallas 
Otis Massey Co., Lid. Houston 
UTAH 
Utah Pioneer Corporation 
Salt Leke City 
WASHINGTON 
Elliott Bay Lumber Co., Seattle 
WISCONSIN 
Building Service, Inc., Milwavkee 
CANADA 


Albion Lumber & Millwork Co. 
Ltd., Vancouver, 8. C. 


on 


SINCE 1895 








QUALITY 


phe 


For Better Sound Conditioning 


QUIET 





SIMPSON ACOUSTICAL TILE was chosen as the ideal adous- 
tical material to “keep it quiet” throughout the Milburn 
Country Club, at Kansas City. More and more Simpson 
Acoustical Products are “keeping it quiet” in many 
other clubs, offices, restaurants, stores, hospitals, schpols, 
churches, auditoriums, libraries and homes in all parts 
of the United States. 


Owners, managers, and architects are quick to appre late 
the superior qualities of this highly efficient, beautiful 
acoustical material. 


One of these superior features is the Hollokore drilfing, 
exclusive with Simpson. Each perforation is cleanly drilled, 
leaving no loose fibers to encourage unsightly paint bpidg- 
ing when refinishing. Highest Sound Absorption, Finibhed 
Bevels, and Washable Finish are other desirable featgres. 


Specify Simpson Acoustical Tile for better sound c@ndi- 
tioning. Contact the rey oy acoustical contractor negrest 
you. He is listed at the left. 


Simpson Logging Company 
Sales Division, 1065 Stuart Bidg., Seattle 1, Washington 

















THE MAGAZINE OF BUILDING + JUNE 1951 





125 





INSTALLATION Of 
futo-(ok 


AWNING WINDOWS | 

















OAK RIDGE 


CARRIES GREAT 


SIGNIFICANCE 1 
All Who Have Seen Fit 


To Specify Our Windows 














ee” ePeen ek 
AWNING WINDOWS 
ALUMINUM or WOOD 





Specify auro-Lox in either 


TIGHTEST 
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The Ludman Corporation, manufacturer 
of AUTO-LOK Aluminum Awning 

} Windows, is humbly happy that its 
efforts are contributing to the national 
defense program -- at Oak Ridge in 


Tennessee and elsewhere. 


| At the Government’s famed atomic 
energy plant in Oak Ridge*, 
é AUTO-LOK windows are to be 
found in the 450 multi-family dwelling 
T units; in the Blair Gate, White Wing 
Gate and Gallagher Gate Guard 
Structures; in the Ammunition Storage 


building and Fire Station No. 6. 














A New Standard of Window Performance 


Because they protect against all climatic extremes, and 
are found in every section of the United States; because 
they harmonize with practically every architectural 
scheme...they are as suitable for intimate cottages as 
for imposing hospitals or skyscrapers. Because they 
provide a tight closure, TEN TIMES AS TIGHT as 
the generally established standards for casement 
windows and projected sash, they establish a new 


standard of window performance. 


The secret to Auto-Lok’s versatility is its unrivaled 
tight closure combined with the “natural” advantages 
of awning window design. Patented Auto-Lok 
hardware ingeniously pulls the vents in tight against 
the vinyl plastic weatherstripping, sealing Auto-Lok 
just like a refrigerator. Vents are automatically locked 
at all four corners of each vent...assuring a degree of 
tight closure heretofore believed impossible. 


“WEATHER CONTROL” 


in any clime or season 


The vents open to almost 90 degrees, and 100% 
ventilation is assured, even when it's raining. Because 
Auto-Lok Awning Windows reduce air infiltration 
to a record-breaking low, positive savings in air- 
conditioning and fuel costs are effected. Write for 
free copy of Pittsburgh Testing Laboratory report 
which gives you the FACTS about Auto-Lok’s 
amazing tight closure. And remember you can clean 
the outside from the inside! 


For details, see SWEET'S 


alelaal 


“WHAT IS IMPORTANT IN A WINDOW?) 


* Architects: 
Skidmore, Owings and Merrill, Chicago, New York 
Contractor: 

T. C. Bateson Construction Co., Dallas, Texas 


Aluminum or Wood and You Specify the... 


CLOSING WINDOWS EVER MADE 
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of the Great Acceptability of 


BRIGGS BEAUTYWARE! 


first choice in 


NEW YORK 


HOUSING PROGRAM! 


The biggest builders don’t take chances! They use equip- 
ment they can depend on—equipment they know for quality 
and durability! That’s why Briggs Beautyware is first 
choice among leading project builders from coast to coast! 


In the mammoth New York Housing Program, for instance, 
Briggs Beautyware has been installed in 5,123 apartments 
since 1948. It has been specified for a total of 11,753 
apartments now in the construction or planning stage. This 


is just one of many important building projects where Briggs 
Beautyware has been used! 


Whether yours is a big job or a small one—/follow the 
leaders! Install modern, appealing Briggs Beautyware 
plumbing fixtures and know you are using the best! 


BRIGGS MANUFACTURING COMPANY 
3001 MILLER AVE., DETROIT 11, MICHIGAN 


Be itied 




























BRIGGS BEAUTYWARE IS BEING USED 
IN ALL THESE N. Y. HOUSING PROJECTS! 


Amsterdam Houses 
Jacob Riis Houses 
South Beach Houses 
Todt Hill Houses 
Boulevard Houses 
Dyckman Houses 
Ravenswood Houses 








Astoria Houses 
Sedgewick Houses 

St. Nicholas Houses 
Stephen Foster Houses 
Lexington Houses 
Morrisania Houses 


Woodside Houses 











© 1051 


BRIGGS 


Whe Pi umBING FIXTURES 


International Show Room— 101 Park Ave., New York City 
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_1. Fully insulated 


* NO FURRING, LATHING or even PLASTER 


2. Vapor barrier 


3. No furring or 
lathing required 


4. Plaster direct or 
leave masonry 


exposed 


— <n g 


REGIONAL OFFICES 
OF STRUCTURAL CLAY 
PRODUCTS INSTITUTE 


New Haven 10, Conn. TELEPHONE 


SA FEE. Gh vcccccicocceccses 86-1287 
New York 17, N. Y. 
1949 Grand Central 
Murray Hill 9-0270 
Canton 2, Ohio 
306 Market Avenue, No........ $-5329 
Cleveland, Ohio 
402'Swetiand Bidg.....Prospect 1-5247 
Columbus 15, Ohio 
81 E. State St..........-5 Fletcher 1440 
2671 Ewald 2 
Plrtsburgh 22, or 5-2433 
902 Standard Life Bidg 
a Atlantic 1-6393 
228 North LaSelle St. Randolph 6-0578 
1202 Welch Avenve........+5+. 2442 
Council Bluffs, 
425 North 6th Street........... 38266 


Denver 4, Colo. 
116 West 10th Avenve....Acoma 6884 


Phoenix, Arizona 
1538 West McDowell Rood... ... 2-0470 
San Francisco 5, Calif. 
55 New Montgomery St.. .Sutter 1-7642 
Seattle 4, Washington 
soe Comeel via pécceesees Eliot 6227 
4, Oregon 
317 Builders Exchange 
A oe 
Clay Products Association _ 
of the Southwest 
Austin, Texas 
Tes cuavntens 46-2647 
Okichoma City, Okle. 
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Oe Structural Glay BBesearch announces a new 


WATER-TIGHT, FULLY INSULATED CAVITY WALL 
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SER Cavity Wall is a new type of insulated wall which requires no furring or lath- 
ing. It can be plastered direct, or interior masonry surfaces may be left exposed. 


Insulation is inorganic and non-settling. 


The new cavity wall is better and cheaper than uninsulated masonry walls which 
have been furred and lathed. 


It has a U value of .12** as determined by actual tests made by the Thermal 
Research Laboratory of the Engineering Experiment Station at Pennsylvania 
State College. 


YOU can build better with this new SG insulated wall. It involves no change 
in present cavity wall structural design or code construction specifications. 


For supporting data and specifications, get in touch with any of the 18 SCPI 
regional offices. 


*Trade-mark, property of the Seructural Clay Products Research Foundation. 


**Insulation used for these tests was Owens-Corning Fiberglas Corporation new Cavity Wall Insulation ~ Pouring 
Type. Ic met the special technical requirements for the SCR Cavity Wall. 
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MAIN OFFICE 
STRUCTURAL CLAY PRODUCTS INSTITUTE 
1520 18th Street, N. W., Washington 6, D. C. 




















Cant we use the same efficient 
acoustical materials that 
\ broadcasting studios use 7 





You'll find Transite Acoustical Panels among 
the most efficient and versatile noise-quieting ceilings 


developed by Johns-Manville. Yet they do not depend on critical war materials . . . 


@ MADE OF ASBESTOS, Transite Acoustical Panels are 
particularly resistant to fire and moisture, and -provide 
noise-quieting ceilings that are exceptionally flat and 
true. They are architecturally desirable for use in 
offices, hospitals, homes—and of course in kitchens 
and cafeterias, chemical laboratories, broadcasting 
studios, etc. 


The panels consist of a perforated asbestos-cement 
Transite facing, *ic" thick, backed up with a sound- 
absorbing element which is available in several thick- 
nesses and types depending on acoustical requirements. 


Six hundred perforations per square foot help to give 
Transite Panels extremely high sound-absorbing efh- 
ciency. The Panels are extremely durable, can be washed, 
painted and repainted. 


Other J-M Acoustical Ceilings include Fibretone*, a 
drilled fibreboard; and Sanacoustic* Units, perforated 
metal panels backed up with a noncombustible, sound- 
absorbing element. Write today for our free brochure, 
“Sound Control.” Johns-Manville, Box 158, Dept. MB, 
New York 16, New York. 





*Reg. U.S. Pat. Off. 


a sus 
JOHNS-MANVILLE 







Milo at ak oe ti aaa tie 
These are 24 x 24-inch Transite Acoustical Panels. Notice how 
precisely the beveled units come together to form a ceiling that 

~is exceptionally flat and true. Transite Panels may also be ob- 
tained with square edges when it is desired to minimize tile lines 
and promote the appearance of an unbroken perforated area. 


Johns-Manville 


J-M Acoustical Materials include Sanacoustic* Units, 


PRODUCTS Transite* Acoustical Panels, and drilled Fibretone* 
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Costs 


GUT 44% 


with Westinghouse MERCURY lighting 





A typical customer’s problem: “To provide high illumination levels at a 
reduced operating cost.” 


Westinghouse recommendation: “To change from incandescent to 
Westinghouse Mercury Lighting.” 


Results: “36 fewer fixtures to maintain; 216 fewer lamps to replace; 4 
total reduction of 44 To in annual operating cost.” 


This is only one case out of hundreds of “time-tested” installations. All 
show evidence that Westinghouse Mercury-Vapor Lighting is a fast-growing 
industry favorite. Investigate the complete line: 400, 1000 and 3000-watt 
units for either low or high-bay areas . . . open or closed fixtures for clean 
or dirty locations... high or low-voltage ballasts for any distribution system. 
Send for B-4727, “Westinghouse Lighting at Work” in every industrial area: 
Westinghouse Electric Corporation, P. O. Box 868, Pittsburgh 30, Penna. 






you can 6c SURE.. i¢ its 


Westinghouse 


LIGHTING DIVISION 


Edgewater Park, Cleveland 











THE MAGAZINE oF 


BUILDING + JUNE 1951 


133 











j 
’ 
Fer ee epee = 
— = 


| 
| 






















CEILING UNITS 


‘ i 1 } | ( | 
x ae 1 i ‘ii 
‘ l A A - ~ 
: a" } PO —apcugpegeerersn we wom 
; . ——s 2) 36 99 42 wor 
t | Nt 1% 0 M24 wiOTHS —_ ANGLE UNIT 
‘ “ 


on Your Board Can Use II | 


7 wn » 42 moms ANGLE UNIT 








* és LOWER UNITS 
y | | ~ | ~ ¥ 
if your clients are the kind who demand | Y I~ | 
the best, both in eye appeal and Danae ar — — A 


—— 
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in structural quality, yet appreciate 
economy as well. 
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Specify Nu-Style Cabinets for 














+—_j raemeerara 
kitchens, storage walls in hallways, } — 
laundries, nurseries, and sewing | | | ‘] 
rooms . . . wherever your creative | | L | 
ability calls for them. —p t—tb ee 


Nu-Style Cabinets are produced ae 
from Ponderosa Pine, completely 
machined and smoothly sanded, 
ready for assembling and painting 
or varnishing. Each unit is individ- 
ually packed in a dust-proof carton. 

For further information see 
Sweet’s Architectural & Builders’ 
Files 17c-Ca, 5c-Ca, 24b-Ca. De- 
tails available to-architects doing 
residential work in states east of 
the Rocky Mountains. 


CARR, ADAMS & COLLIER CO. 


Dubuque, lowa 
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e Copper doesn’t “happen” to be specified for roofs like the one on this 
building of the Automobile Club of Michigan. Copper gets the call over 
other materials because it has been proved, down through the centuries, 
that it endures, is easily worked, requires little if any maintenance and 
when aged adds a touch of distinction to the building it shelters. 

While utility was the prime consideration for the material to be selected, 
for the central roof section, beauty of design and how it would look after 
years of service, also entered into the picture. For, this building was to 
be erected in a fine residential neighborhood and it couldn’t be labeled 
“commercial.” Copper filled these specifications. 

Although copper cannot now be used for roofing, we use the Automo- 
bile Club of Michigan installation as a means of reminding you of the 
merits of Revere Copper over other materials so that when copper once 
more is permitted for roofing you will again use it, and with confidence. 
Meantime remember, while limited, you can still get Revere Sheet, Strip 
and Roll Copper for flashing. For through-wall applications ask the 
Revere Distributor about Revere Keystone Thru-Wall Flashing.* He also 
will advise you of the availability of materials and put you in touch with 
Revere’s Technical Advisory Service in the event you wish to discuss your 


technical problems. *Patented 


















THIS BUILDING is another example 
of using “Copper Where it Counts.” 
Architects were O'Dell, Hewlett & 
Luckenbach; General Contractor, 
Barton Malow; Lentz & Chaffee were 
the Sheet Metal Contractors, while 
the copper was supplied through 
Copper and Brass Sales, inc., Revere 
Distributor. All are located in Detroit, 
Michigan. 





COPPER AND BR 
Founded by 
230 Park Aven 


ul Revere in 1801 
. New York 17, N. Y. 









> > 
A 
ABOVE CLOSE-UP of the central roof section of the Mills: Baltimore, Md.; Chicago and Clinton, Ill.; Detroit, Mich; Los Angeles 
building housing the Automobile Club of Michigan, Grosse and Riverside, Calif.; New Bedford, Mass.; Rome, N. ¥.— 
Pointe Park Division, shows how enduring Revere Copper Sales Offices im Préncipal Cities, Distributors Everywhere 
was applied. SEE "MEET THE PRESS" ON NBC TELEVISION EVERY SUNDAY 
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General Electric 
Construction Materials 
Department at Bridgeport 
is headquarters 
for wiring progress 


Through constant research and 
precisicn ™:.nufacturing methods, the 
G-E Conwuction Materials Depart- 
ment sets the pace for the electrical 
industry with modern and high-grade 
wiring materials. 

Through distributors in every local- 
ity and specialists in the local G-E 
offices, the G-E Construction Materials 
Department offers you complete serv- 
ices on any type of wiring problem. 


For information on any G-E 
wiring materials, contact your local 
G-E Construction Materials Distribu- 
tor, or write Section K59-64, Construc- 
tion Materials Department, General 
Electric Company, Bridgeport 2, Con- 
necticut. 
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THESE G-E WIRING FACTS 


CAN HELP YOU MEET 
TODAY’S CHANGING ELECTRICAL NEEDS 








GENERAL 


HW 7, 





. SPECIFYING ELECTRIC POWER SYSTEMS? 





gre No MER OS gn a og Cae uu et eee te Me Mees: 2" Series: re he 


Q.. HOW CAN YOU HELP TO REDUCE INSTALLATION TIME FOR NEW POWER 
AND CONTROL CIRCUITS IN LIGHT INDUSTRIAL AND COMMERCIAL BUILDINGS? 


A. Specify G-E Electrical Metallic Tubing. This lightweight, thin-wall tubing 


cuts installation time because it’s easy to handle, easy to bend, and easy to 
install. 


Q. HOW CAN YOU PREPARE FOR YOUR 
CLIENT’S INCREASING DEMANDS FOR THE 6-€ 
REMOTE-CONTROL WIRING SYSTEM? 


A. (1) Get complete details on “remote 
control” from the G-E Remote-Contro! Wiring 
Manual. Get a copy from the G-E Construction 
Materials distributor in your locality or write 
to the address below. (2) Let G-E engineers 
help you in your planning. Write to us at 
Bridgeport for details on the Architects Resi- 
dential Wiring Service. 


Q.. HOW CAN YOU HELP SAVE LAYOUT TIME WHEN 


A. G-E Varnished-cambric Interlocked- Armor 
cable—carrying its own flexible raceway—presents 
no complicated layout problems. This ready-to- 
install cable can be bent around obstructions, strung 
over long runs, laid up on existing beams, or in- 
stalled on racks. 





ELECTRICAL DISTRIBUTION SYSTEM THAT WILL 
KEEP PACE WITH CHANGING FUTURE REQUIRE- 
MENTS? 


4 Q. HOW CAN YOU PROVIDE A COMPLETE 
Q 


A. Specify the G-E Fiberduct underfloor 
wiring system—a nonmetallic, noncorrosive 
raceway system. It provides electrical flexi- 
bility to cope with ever-changing and unfore- 
seen demands for expanding electrical service. 
Your clients will always be ready for changes 
in building layout that require new or addi- 
tional power and signal circuits. You keep 
electrically prepared with G-E Fiberduct. 


ELECTRIC 
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When it’s a RO-Way 





A Ro-Way Overhead Type Door is far more than just a 

means of entrance and exit. For one thing, it’s a handsome 
complement to the building design—with its clean, simple lines 
blending beautifully with the architecture. It’s often an 

integral part of the building itself—forming a “‘wall’’ as 

illustrated above. It’s a lasting investment in smooth, easy operation— 
with exclusive features like Power-Metered springs, friction-reducing 
track, ball bearing rollers with Double-Thick Tread. 


| It’s always a guarantee of owner satisfaction—with its smoothly finished, 
| selected lumber, its heavy gauge hardware that’s Parkerized 


and painted, and its solid construction in every detail. 


When you want a door that’s more than a door—for 
commercial, industrial or residential application—specify 


Ro-Way. It’s all you could ask for in an overhead type door. 





ROWE MANUFACTURING COMPANY 984 Holton Street, Galesburg, Illinois 


Nationwide sales and installation 


| CATALOG IN — a your close sified g | 
telephone directo name 
. SWEET'S addresses of Ro-Way distributors. tho f a Ko- Wau , T | 
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The Trane Hermetic Centrifugal Refrigerating Unit —Six models 
starting at 45 tons 


Trane Climate Changers — Twenty-four standard combinations 
of coils, fans, humidifiers, filters, dampers, 450 to 16,250 cfm 





Industrial... Commercial... Institutional... Process 


Trane Air Conditioning Serves Everywhere in Buildings 


A unit or a central system . . . chilled water or DE refrigerant . . . 
one zone or .many—Trane makes products for use in air conditioning 
systems of every type. 


Refrigeration Units — Centrifugal or reciprocating, Trane makes both 
types. The new centrifugal unit is a complete hermetic source of chilled 
water in one package. Together with the new 1951 Trane Reciprocating 
Compressor and Condensing Units, Trane offers a complete line of re- 
frigerating products for unbiased equipment selection. 


Central Equipment — An expanded line of Centrifugal Fans teams up 
with the famous Trane Heating and Cooling Coils for an infinite number 
of balanced combinations. Fans up to 109”, coils up to— what size do you 
want? Can deliver wide ranges of temperature and cfm. 


Zone Units— The extensive Trane Climate Changer line provides all 
functions of air conditioning—singly or in any combination. Elements 
can be added after installation. This line also includes the Multi-Zone 





om - 





oe * Pag 


Trane Reciprocating Compressor and Con- Trane Cooling Coils—For use with 
densing Units—Six models up to 50 tons. chilled water or DE refrigerants. 
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Climate Changer capable of conditioning up to six separate zones with 
just the right degree of heating or cooling in each from a single unit. 

Big Building Systems — UniTrane and Custom-Air systems of air con- 
ditioning provide complete flexibility in meeting the varied requirements 
of multiroom, multistory installations. Individual control of room units 
and filtering of all outside and recirculated air are only two of the unique 
advantages of these exclusive Trane air conditioning methods. 

For zones best handled by self-contained air conditioners, Trane 
makes a brand new line of packaged units requiring only the simplest 
electrical and water connections for installation. 


Whether it’s industrial, commercial, institutional or process, Trane 
Air Conditioning Serves Everywhere in Buildings. 


Whatever your heating, cooling, ventilat- 
ing or air conditioning problem is, look 
for the answer in the complete Trane line. 


—TRANE 


MANUFACTURING ENGINEERS 
OF HEATING, VENTILATING AND 
AIR CONDITIONING EQUIPMENT 





THE TRANE COMPANY, LA CROSSE, WIS: 
Eastern Mfg. Division, Scranton, Pennsylvania 
Trane Centrifugal Fans—In ClassI and Trane Company of Canada, Ltd. ..- a 
II construction — BI and FC design. OFFICES IN 80 U. S. and 14 CANADIAN CIT 
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DEPENDABLE HEAT 
IS VITAL... 
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In a modern central heating 
plant at St. Mary’s Hospital, 
LaSalle, Ill.; three KEWANEE 
Hi-Test Boilers are capable 
of producing 18 million Bru 
hourly. 


Operated at 125 Ibs. these 
boilers furnish heat for the 
hospital and also power for 
the laundry, kitchen, steril- 
ization equipment and other 
hospital needs. 














One boiler supplies steam 
for all operations in mild 
weather. The third is used as 
a “stand-by.” 


YOU'LL FIND WANE, 


STEEL BOILERS 
UNUSUAL DEPENDABILITY... plus an efficiency which produces 
steam most economically. ..makes Kewanee Boilers the first 








Saint Mary's Hospital, La Salle, Ill. choice for hospitals, schools and other important institutions. 
Louis H. Gerding, Ottawa, Architect Regardless of the method employed for distributing heat, a sound 
Hynds Plbg. & Heating Co., LaSalle system starts with a good boiler. Make 


Contractors : . 
sure when you build or modernize 


... specify KEWANEE. 


KEWANEE BOILER CORPORATION 
KEWANEE, ILLINOIS 


» Eastern District Office: 40 W. 4! 4 St., New York18 
Dwmon ot Anreicay Raoiroe & Stardard Sevitarg cosrosano~ 


Beling Engineering Co., Moline 


Engineers 








AMERICAN-STANDARD * AMERICAN BLOWER + CHURCH SEATS » DETROIT LUBRICATOR » KEWANEE BOILER 
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Entrance lobby. Maintenance-free Alcoa Alumi- 
num used in doors, railing, trim and windows. 











Georgia Baptist Hospital, Atlanta, Ga.; Stevens 
& Wilkinson, Architects; Henry C. Beck, 
General Contractor. Alcoa Aluminum used for 
solar shading, windows, exterior solarium 
walls, gravel stops, doors and interior trim. 


Detail, vertical solar shade. 
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. THE HEAT OFF OPERATING COSTS 


The architects had both the needs of the patients and the 

problems of the treasurer in mind when they designed this hospital. 
Plenty of cheerful, healing light comes into every room, but hot 
sun-rays, that boost air-conditioning costs, stay out. Blocked 


by clean looking, cleanly designed aluminum solar shades, 


The architects estimate that solar shades reduced the original 
cost of air-conditioning equipment by 30% and will cut its 
operating costs by 15%. And being made of maintenance-free Alcoa 


Aluminum, the fixed shading will never need painting, will never 





stain the light, bright exterior of the building. 


Almost daily, architects are finding more ways to use aluminum’s 
resistance to corrosion and stain; its reflectivity, conductivity and 
economy, to make buildings work better and cost less. Although 
rearmament needs now limit the civilian supply of aluminum, Alcoa 
is continuing to work with designers in developing new aluminum 
applications. For information on any application of aluminum 
and on availability and government regulations pertaining 
to aluminum uses, call your local Alcoa sales office or write ALUMINUM 
Company oF America, 1887F Gulf Building, Pittsburgh 19, Pa. 


LEGO 


ALUMINUM 











FIRST IN 





Cross section, vertical solar shade. 


® 
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You'll build or 


ra -taavete (=| eYtaicia with SS Se 


Gold Bond 


HE TENANTS of Atlanta’s 

handsome new Darlington Apart- 
ments get big dividends from modern 
design! Besides spacious rooms and 
large window areas, they have their 
own shopping centre in the unusual 
triangular lobby. 

The builder and architects get a 
dividend, too—Gold Bond Plaster, 
Lime, Metal Wall Base, Arch Corner 


DARLINGTON APARTMENTS, 


Gold Bond again! 


Bead and Best Bros. Keene’s Cement 
were used exclusively, with the re- 
sponsibility for the performance of 
all these products centered in one 


reputable manufacturer— National 


Gypsum Company. There are over 
150 Gold Bond Products—each one 
fully described in Sweet’s, and avail- 
able at your Gold Bond Lumber and 
Building Materials Dealer. 





ATLANTA, GA. 


Wm. G. Lyles, Bissett, Carlisle and Wolff, Columbia, S. C. 
General Contractor... .Long Construction Co., Div. of Long Corp., Atlanta, Ga. 
Plastering Contractor. . Atkinson Bros. Plastering Co., Atlanta, Ga. 


NATIONAL GYPSUM COMPANY e BUFFALO 2, NEW YORK 


Lath, Plaster, Lime, Sheathing, Wall Paint, Textures, Rock Wool Insulation, Metal Lath 
and Sound Control Products, Fireproof Wallboards, Decorative Insulation Boards, 
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This beautiful Crane Criterion bathroom in the Fritz 


Burns “Home of Tomorrow,” Los Angeles, is an 
example of the smart styling possibilities of this 
matching group of fixtures. The design of the 
Criterion lavatory won for Henry Dreyfuss the An- 


nual Gold Medal Award, given by the Architectural 


MES 


a 
s2 ota 


League of New York. Lavatory also available with 


legs. See your Crane Branch or Crane Wholesaler. 


 — 


GENERAL OFFICES: 836 S. MICHIGAN AVE. CHICAGO 5 

‘ . RAN E { O VALVES + FITTINGS © PIPE 
SB PLUMBING AND HEATING 

NATION-WIDE DISTRIBUTION THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING DEALERS 
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“GLAZING ASSEMBLIES 


Te WANNA. FLUSH 


ELIMINATE PROJECTING SASH MEMBERS 
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Modern Appliances tor Modern Homes 











































































CREATE A FULL-VISION “OPEN AIR’? ATMOSPHERE 


You can put inviting and attractive interiors on 
full display when you specify Kawneer Patented 
Flush-Glazing Sash. 

The face of this sash is flush with surrounding 
wall and ceiling surfaces, thus eliminating any 
obstruction to vision. To the eye, the sash face 
and the surfaces on both sides of the glass ap- 
pear to be a single smooth plane, continuous 
and uninterrupted by glazing assemblies. 

In addition to affording full vision flush-glaz- 
ing, this outstanding setting insures maximum 
safety and reliability, because it holds glass 


JUNE 1951 





























firmly yet resiliently in place. For information, 
consult your Portfolio of Kawneer Details or 
write Dept. MB-73, 1105 North Front Street, 
Niles, Michigan; or Dept. MB-73, 930 Dwight 
Way, Berkeley, California. 


THE 


Kawneer 


COMPANY 
ARCHITECTURAL METAL PRODUCTS 
Store Front Metals 
Aluminum Facing Materials * Modern Entrances 
Aluminum Roll-Type Awnings 
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Want to carry power vertically? 


THEN. ..Chase Square Copper Tube 
Bus Conductor is the way to handle it 





Chase Square Copper Tube Bus Conductors have 10 impor- 
tant features that make a big difference—mean better verti- 
cal power transmission in multi-story buildings. These are: 


@ Square, tubular shape, which means more rigid con- 
struction 


@ Greater mechanical strength to resist the stresses of 
short circuits 


@ Four flat sides for secure floor anchorage and easier 
assembly 


@ Efficient and economical connections to power-and-light 
panels 

@ No downward-sliding insulation to leave thinly pro- 

tected areas 

Excellent current-carrying capacities 

Extreme resistance to corrosion 

Generally require only one tube per phase 

Minimized “skin effect” 

Triangle-formation of Bus Conductors possible, result- 

ing in equal spacing and equal voltage between phase 

conductors. 


For complete information about Chase Square Copper 
Tube Bus Conductors, write to Dept. MB-651, for the Chase wed 
Bus Conductor Handbook. Fe 





Chase Pp: BRASS & COPPER (™ °°" "er sor | 


Albanyt Cleveland Kansas City, Mo. New York San Francisce 
= Atlanta Dahas Los Angeles Philadelphia Seattle 
WATERBURY 20, CONNECTICUT ¢ SUBSIDIARY OF KENNECOTT COPPER CORPORATION Sin: tome > tr cantons 
Beston Detroit Minneapolis Providence t 
Chicago —-Houstont Newark Rochestert sales 
Cincinnati indianapolis New Orleans St. Louis office onty) 
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‘2 4 friendly to space 


° Yes, Curtis kitchen cabinet 

units make the most of what- 
ever space is available. 

With 20 basic cabinet types 

and a total of 70 sizes to 

choose from, you can create 

a kitchen of any size or shape. 
The dimensions of all units have 


; ; been standardized to coordinate 
friendly to housewives with other standard kitchen 
Curtis wood cabinets are the result of equipment. 


years of research and experience to 
develop comfort-creating, 

step-saving, modern kitchens. Counters 
are of correct height. Toe oon is 

ample. Greater storage space is achieved 
by special Curtis construction. Labor- 
saving cabinets “fit around” corners— 
pan trays, ventilated vegetable drawers, 
snack bars, are easy to reach, easy to clean. 





friendly to pocketbooks 


The fine cabinetry of Curtis 
kitchen units assures lifetime 
service. Drawers are com- 
pletely dovetailed—-not merely 
rabbeted and nailed. 
Hardware is furnished and applied. 
Curtis wood kitchen units come 
primed in white so that 

one finish coat, in any desired color, 
completes the job. 
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Curtis Companies Service Bureau 


MB-6K Curtis Building We'd like to tell you 
Clinton, lowa 


! 

I 

! ~ * 
Gentlemen: I want to know more about Curtis wood more about Curtis 

! 

! 

I 





WOODWORK 





kitchen and storage cabinets. Please send your free book. kitchen cabinets—and 


Iam (_ ) Architect ( ) Contractor ( ) Prospective what they mean to your 


Curtis makes a complete line of Home Builder ( ) Student. (Please check above.) : 
clients and customers. 


architectural woodwork for the 


senda home. take vour Gent pe er NN i EMA N AY a ! Mail the coupon for fully 
home “all Curtis.” 4 AEBPAM» a 006000000 6400200000006 0nskemennensasabebean : illustrated kitchen book. 
CE én cc Kadadnce bebebe Seb sewe SR iilek inndatubnawn ! 
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It comes as a package ... with frame and handsome 
hardware. It’s amazingly simple and quick to install. 
Fenestra* Standardized Hollow Metal Doors stay work- 
ing and looking like new through years of rough, 
tough use. They cost less to buy than flimsy doors! 


HERE’S WHY THEY COST SO MUCK LESS: 


ep Low First Cost—Fenestra’s great manufacturing 

facilities, engineered for volume production and 
elimination of waste of materials and man-hours, 
can turn out more high-quality door units... in 
less time . . . at lower cost. 


Qe Low Installation Cost—Fenestra Hollow Metal 
Doors come complete with strong steel frames 
and shining hardware. Installer just bolts the 
frame together, attaches it to floor and anchors it 
to wall, screws on template locks and hinges, 
hangs the door. No cutting or fitting or mortis- 





Fenestra Door Unit in Batesville High, 
Batesville, Miss. 


Architect: Hanker & Heyer. 
Contractor: Consolidated Contractors. 


SAVE MONEY 


en ae ie Door-Frame-Hardware 


Unit! 


ing or puttying or prime-painting. Saves on-the- 
site time, labor and money! 

&) Low Maintenance Cost—Fenestra Hollow Metal 
Doors won't sag, warp, swell, shrink or splinter. 
They can take a beating and come up smiling. 
An occasional coat of paint makes them look 
like new. They’re insulated, too, for quiet per- 
formance. 

These Fenestra Standardized Hollow Metal Doors are 

in local stocks. Compare the performance, the quality, 

the complete cost with any door on the market. They’re 
another Fenestra Building Product engineered to cut 
the waste out of building. 

Doors with Underwriters’ B Label are also available. 

Just call your Fenestra Representative (he’s listed in 

your phone book). Or write Detroit Steel Products 


Company, Dept. MB-6, 2251 East Grand Boulevard, 
Detroit 11, Michigan. *® 


DOORS - WINDOWS «- PANELS 
engineered to cut the waste out of building 
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: CARL A. MENZEL 


\ 
Soo 1 Ze 


Carl A. Menzel (left) receives the 1951 C. R. S. 1. 
Award from Henry G. Turner, Jr., President of the 
Turner Construction Company and Chairman of the 
Award Committee. The presentation was made on April 
19, at the 27th Annual Meeting of the C. R. S. 1. held 
at The Homestead, Hot Springs, Virginia. 
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. in recognition of bis contribution to the development of the A305 reinforcing bar 


@ The Concrete Reinforcing Steel Institute’s Award 
Committee, composed of representatives from The American 
Concrete Institute, The American Society of Civil Engineers, 
and The Associated General Contractors of America, 
has given the 1951 C. R. S. 1. Award to Carl A. Menzel. 
Mr. Menzel received the Award for his contribution to the 
development of the new AST M-A305 deformed reinforcing bar. 
This bar, which represents the first accepted standard on 
reinforcing bar deformations, has substantially greater bonding 

strength than plain or conventional deformed bars. It makes author of many papers 
possible less costly, sounder, more permanent reinforced on the subject. Mr. Menzel 

concrete structures requiring less steel. “The new bar is now : is a graduate of the 
__ recognized in the revised ACI “Building Code Requirements,” University of Illinois. 


~ and is being rolled by every large producer. 


CARL A. MENZEL 

is well known to the engi- 
neering profession for his 
research and development 
work in concrete and 
concrete products. In 1932, 
he received ASTM’s 
Dudley Medal, and in 1948, 
ACI’s Wason Medal for 
research in concrete 
problems. He is also the 





CONCRETE REINFORCING 


STEEL INSTITUTE 
38 South Dearborn Street, Chicago 3, Illinois 
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Canvas Awnings are a functional part of every 







window displays . . . provide cooler interiors. 


















In plans for construction or remodeling, include 
facilities for Canvas Awnings. Modern design 
permits operation from concealed, recessed boxes 
so that awnings may be installed without 


. t impairing streamlined effect. 













Your local Canvas Awning dealer offers a wide 





choice of painted and woven fabrics. His 
i) experience and advice are always available. 


Installation costs are low. 





THE CANVAS AWNING INSTITUTE, INC. 
and NATIONAL COTTON COUNCIL 


“There is No Substitute for Canvas Awnings” 


ee Swen, 
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modern store front. They give vital protection to 














dependable low-cost 5 


protection 


FOR BUILDINGS OF ALL SIZES 


BIG BUILDINGS need SISALKRAFT: As protective covers 
for materials . . . for curing and protecting concrete slabs 
. . « for ‘closing in’’, etc. 


SMALL BUILDINGS and HOMES need SISALKRAFT: 
As waterproof membrane between subfill and concrete slabs 

. as sheathing paper . . . moisture-vapor barrier . . . 
wind, dust, dirt barriers . . . under all flooring, and for 
many other uses. SISALATION Reflective Insulation com- 
bines insulation and vapor-barrier . . . most economical! 


WRITE for free SISALKRAFT Architectural Specifications 


Portfolio, samples included. 
k AE 


WATERPROOF 
>  SISAL-REINFORCED 
PROTECTIVE PAPERS 


THE SISALKRAFT CO. 


Dept. AF6 * 205 W. Wacker Drive * Chicago 6, Illinois 
New York 17, N. Y. ® San Francisco 5, Calif. 
Manufacturers of SISALKRAFT © SISALATION © COPPER ARMORED SISALKRAFT 
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... and they describe exactly the 


COUNTER FLOW FURNACES 


. . newly designed for 
NEW: 





PERIMETER and SPI- 
DER design radiant warm — 
air heating 


( ... designed for easy i> 


EASY: ) stallation in basementless 


slab houses 


FREE! write for the story of 
MOR-SUN Counter Flow heat- 
ing systems for basementless 


slab houses. 


MOR-SUN 


FURNACE DIVISION 
MORRISON 


STEEL PRODUCTS, INC os 
645 AMHERST ST. * BUFFALO 7, N. h 










*Sells on Sight” 











Patent Pending 
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KEEP YOUR HOME BUILDING PROFITS U P 
..- WHEN THE SALES CURVE IS DOWN 


SWITCH TO PREFABRICATION NOW...BUILD THE BETTER 


OU can enjoy smooth selling ahead—even in today’s 
declining home market—if you switch to pretabrica- 
tion now, and build the better P & H way. 

End your worries over government loan curbs, high 
costs, material shoi‘«ges. You can fill housing needs 
immediately, pera, by building the new 1951 P&H 
factory-engineered homes. 


Build profitably—Whether you now build 5 homes or 
500, you can enjoy volume sales, project savings, mini- 
mum risk, prompt delivery, financing, by following the 
P & H Builder Profit Plan. 

You can sell quality homes priced for every volume 
market—selected from the complete P & H line—floor 
areas from 672 to 960 square feet...two bedrooms or 
three, full basement or utility, left hand plans or right, 
end placement plans for narrow lots. 


Design variety— Home buyers are tired of row house 
monotony. They want the infinite individuality your 


WAY 





projects gain with such P & H special features as gable 
and hip roofs, gable and hip porches, yard-wide eaves, 
trellises, jib supports, window boxes, classic panels, shut- 
ters and door designs. This page shows only 12 of the 60 
élevations, all reversible, in the complete P & H line. And 
the bricks are no advertising “gag.” The wide P & H gable 
ends and eaves are adaptable to your own brick and stone 
veneer designs. 


Easy approval—Government and financial agencies, local 
building authorities and city councils all recognize the 
enduring quality and lasting value of P & H construction, 
engineered by Harnischfeger Corporation. 


Financing available —When local financial resources are 
limited, you can get construction loans or term mortgages 
through Harnischfeger Corporation’s service subsidiary, 
Builders Acceptance Company. Write today for free 
booklet on the P & H Builder Profit Plan. 


% Volume Sales y& Project Savings ye Minimum Risk 4 Prompt Delivery %& Financing 


HOUSE S 





Hataisehheqor Copa 


16 Spring St., Port Washington, Wisconsin 






1 ON 





aE tor ete 







Unlimited vari 
for 5 homes or 
New, Larger P&H-A- 
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WHEN A BUILDING NEEDS ALT [~ 


Fast, quiet operation, smooth 


4 _ a oe and stops, and above all, ae 

ye al . — ss ability are features both buildi 
feecify ¥, owners and the public want in a 
vators. New elevators in Seattie's 





Medical-Dental Building embody al 
of these requirements in an attrac. 
tive design, the result of combined 
engineering skills of Montgom 

Elevator Company and General Elec. 
tric. When your building needs a 
real lift, specify G-E elevator mo- 
tors and control. General Electric Co. 
Schenectady 5, N. Y. ; 









Above: Smooth operation, perfect auto- 
matic leveling, fingertip control, electric 
door operation, attractive cabs add up 
to faster, more comfortable vertical trans- 
portation. Each of the four cabs, which 
serve ten floors, has a capacity of 3000- 
Ib at 800 fpm. 


* * * 


Right: G-E shunt-wound, gearless traction 
motors, rated 45 hp, 270 volts, provide 
dependable, limited maintenance service. 
They have 36-in. sheaves with U-grooves 
for one-to-one roping, and are equipped 
with solenoid brakes. 





You can put your confidence in — 


GENERAL ELECTRIC 


665-112 
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INTERIOR DESIGNED BY MELANIE KAHANE 


Gives a satin-smooth natural finish to 


© Won't scratch or mar FLOORS 


e Will not darken with age 


© Outwears other finishes PANELING 


As you set the stage for graceful 


living with natural wood, bring out ALL 
the beauty of the grain with shellac 


...the most durable, finest beauty WOODWORK 
treatment for al! wood surfaces. 


shella C is easy to apply, easy to maintain, dries fast, 
simple to retouch and keep beautiful. 


ry 





Nationally Advertised , 


EXTRUDED ALUMINUM 
SHELLAC Information Bureau 


AWNING WINDOWS 
NOW AVAILABLE in limited quantities. 


of the American Bleached Shellac Manufacturers Assn. Inc. 
65 Pine Street, New York 5, N. Y. ; F6 





Please send, without obligation, “Standard Specifications on the 
Use and Application of Shellac”. 


Write or wire today for additional infor- 
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Air Conditioning Refrigeration Industrial Heating 














can an air conditioning 
system be? 


That’s what they were asking themselves in Dallas 
back in 1940. There was never any question that 
the new Mercantile National Bank Building would 
be air conditioned. All they asked was how. 

And they asked everybody . . . studied all the 
types of air conditioning installations that could 
be used in a multi-room building. One stood out. 
This all-weather system: 


1. Took from 75 to 85% less space than the 
other systems. 


2. Permitted individual room control of temperature. 
3. Had no moving parts in the room unit. 


4. Centralized all mechanical elements for 

easier servicing. 
This was the system they selected — the Carrier 
Conduit Weathermaster System. Since then this 
same bank has built two additional buildings — the 
Mercantile Securities Building and the Mercantile 
Commerce Building. 

The Carrier Conduit Weathermaster System 
was selected for both. We think that’s pretty good 
evidence that the owners believe that is the best 
way to air condition a modern office building. 
Carrier Corporation, Syracuse 1, New York. 


Above: the Weathermaster unit as installed in executive office. 


Below: the Carrier Centrifugal Refrigerating Machine. 
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Hospital Architecsiit’ 


You will be interested 
to learn that we have Me : 
acquired the business, a Chel A Ze 
good will, trade name — SECTIONAL J 
and unfilled orders of ot ae 








This acquisition was due to 
a fire on February 13 of 
this year which completely 
destroyed the plant of the 
Schwartz Sectional System, 
Inc., in Indianapolis. 


Solve Protection Point 
~Problems with Wolmanized 


cys 
ca 


It permits us to present all 
the features of the Schwartz 
Sectional System combined 
with those of the Grand 
Rapids Sectional System, to- 
gether with our modern con- 
struction methods enabling 
us to produce the finest in 
prescription room equip- 
ment. 
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TORE EQUIPMENT COMPANY 
Hospital Pharmacy Division Grand Rapids 2, Mich. 
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—Avoid costly ROT 
and TERMITE Damage 


At those points where foresight will save important future | ‘ b b 

dollars and labor, be sure you're getting real protection—be O u scri ers 
sure the lumber you use is pressure treated. It’s especially 
effective for structures subject to outdoor exposure and water 


contact (as in the lower illustration). 


Wolmanized* pressure-treated Lumber assures lasting pro- 
tection. High pressure (150 p.s.i.) drives the preservatives 





é at 
deeply into the fibers of the wood. When you move, please tell us 
Millions of feet of clean, odorless, paintable, non-leaching ° a 
Wolmanized pressure-treated Lumber have been in use, for the earliest possible moment so that 


years and years, under the severest conditions. Our engineers 4 
will be glad to discuss specific application. Or, for further you may continue to receive copies 
information, write for “Service Records for Wolmanized 


pressure-treated Lumber.” of THE MAGAZINE OF BUILDING 
AMERICAN LUMBER 


ithout delay. 
& TREATING CO. sional 


General Offices: 1636 McCormick Bidg., Chicago 4, lll. 


Branch Offices in Boston, New York, Baltimore, Jacksonville, Fia., To expedite the change of ad dress, 
Little Rock, Ark., Los Angeles, San Francisco and Portland, Ore, 


* Wolmonized is a registered trademark of American Lumber & Treating Co. 
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send the old address as well as the 


new. 


THE MAGAZINE OF BUILDING 
540 North Michigan Avenue 
Chicago 11, Illinois 
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Trifari Jewels—Showroom—New York City. Satinwood Flexwood. 
Architect—Kahbhn & Jacobs. 


How FLEXWOOD SOLVES 


“WALL DECORATING” problems. 


PROBL 


EM. How to 


have “style” and “sparkle” in a jewelry showroom— 


along with a rich, warm, comfortable atmosphere. 


SOLUTION. Curved walls provide smartness and grace, enriched with exquisitely 


matched Satinwood Flexwood 


resulting in a perfect background of beauty. 


Many problems with columns, flat walls, broken surfaces—are solved 


magnificently with Flexwood. 


SEND COUPON BELOW. Sce exactly how Flexwood* helped solve specific problems. 


fle 





CHOICE W00p In FLEXIBLe > 


United State 


55 West 44th 


Please send 


now Flexwo 


NAMI 


United States Plywood Corporation 


55 West 44th Screet, N. Y. 18, N. 


, a 

In Canada: Paul Collet & Co., Lrd., Montreal 
Flexwood is manuf acum and 

marketed jointly by United States 

Plywood Corporation and 

The Mengel Company. 


are” *Reg. U.S. Pat. Of 


s Plywood Corporation, Dept. W-8 
Street, New York 18, N. Y. 


me, without obligation, Flexwood's Case-History Book; shows 
1} 


od helped solve 17 actual architectural problems. 
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--UNLIMITED 


Jerry Wald’s Studio Club, Hollywood, Calif. 
“Boltaflex” furnishings by Duro Seating Co. 
Contractor, Interstate Restaurant Supply Co. 






BAKELITE COMPANY, A Division of Union Carbide and Carbon Corporation, 











Yes, when upholstery is made of VINYLITE Brand Resins, 
look for unlimited wear by all conventional yardsticks! 

Look for unlimited range of colors, too, in smooth or 
embossed finishes, to suit imaginations not limited by ster- 
eotyped ideas on furniture covering and styling. 

“Boltaflex” upholstery made from VINYLITE Resins is 
tough and durable. It is waterproof, stain-resistant, alcohol- 
proof! 

In addition, it has a phenomenal ability to withstand 
aging—without cracking, flaking, or chipping. It is wash- 
able with soap—though wiping with a damp cloth usually 
does the job. It strongly resists oils, greases, alkalies, most 
strong acids. 

Upholstery materials of VINYLITE Resins can meet fire- 
resistance requirements of New York City and Boston. 
Extremely workable, they shape and drape well around 
corners, curves, edges—tufting artd channeling beautifully 
—fitting snugly. 

These rich, colorful, durable, economical upholstery ma- 
terials are an outstandingly safe investment for hospitals, 
cafeterias, institutions, restaurants, cocktail lounges, homes. 
For more facts and a list of many fabricators of upholstery 
materials made from VINYLITE Brand Resins, write Dept. 


- pane 


/8\. 
van0t\ OO Jmane 


30 East 42nd Street, New York 17, N. ¥. 


























HOMASOTE presents the 


Nova-I-P-C 


METHOD OF PROTECTING 
BUILDINGS FROM THE WEATHER 


For all types of MASONRY, STUCCO and PLASTER 




















The meaning of “I.P.C” is integrally protected concrete— 
when you use Nova-I.P.C Admix. If directions are carefully 
followed, you will be safe whether you are using mass concrete— 
above or below grade; cement plaster coats— 

interior or exterior; stucco; mortar between brick, stone or blocks; 
slush coats on cinder blocks or other porous surfaces; 

cement grout; gypsum plaster. This unique product speeds up 

the work and lowers the cost, produces harder and denser 
concrete, reduces shrinkage, aids in curing mass concrete. 





“I.P.C” means integrally protected coating—when you 

use Nova-I.P.C Masonry Paint. The protection is inherent 

in the coating, because the base of the paint is Nova-I. P.C 

Admix ... Use this paint for any porous masonry 
surface—specifically for brick, stucco, cinder block, concrete block, 
concrete or stone. Properly applied, your building is safe 

from weather and may be cleaned with a garden hose. 

Unlike other masonry paints, Nova-I.P.C may be applied 

when there is fog and dampness in the air. 

Six pastel shades and snowy white are available. 


Nova-I.P.C Transparent Filler tightens up porous mortar joints 
and masonry by penetrating to a depth of 1%2” or more— 

builds up a seal within the surface and gives complete protection 
from the weather. Contains no petroleum, wax or paraffin 

to cause discoloration. Protects large buildings from getting dirty. 





PLASTER—Use Nova-l. P.C Admix in SLABS ON GRADE—Use Nova-!.P.C 
both the brown and white coats. Admix in slab and eliminate mem- 
Save % of the amount of gauging brane and washed gravel. Only 
plaster and follow with white coat bank run sand and gravel needed. 
the next day. White coat will not Slab can be finished faster and 
blister, takes on a beautiful sheen. will not dust—with a big saving. 











Write today for full details of specifications, applications and list of famous 
installations. Kindly include the name of your lumber dealer. All three 
products are long established and fully proved. 


Another group of Novasco products 


Nova SALE 


- TRENTON 3,N. J. 


A wholly owned subsidiary of the Homasote Company, manufacturers of the 
oldest and strongest insulating-building board, Wood-textured and Striated panels. 
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*y 300,000 visitors trod the Parkay 
ty-finished hardwood floors in the model 
} ered by Living Magazine at the 
o Fair. At conclusion of the 
ibi the architects — Tsuruoka, 


*.., although the floor- 
Fini: during the Fair and 
daily attention, it wore be- 
itions and et its fine 


vie, 4 thick— offers 
landard floors—that its fac- 


-Parkay's speedy application to 
J subsurface with special adhesive 
able time on both new and re- 


Meine: made of cheice American 
available in two styles —9” x 9” 
d 9” wide Broadboard. For com- 
ails see Sweet's Architectural File or 


PARKAY 
























pis aA a hae Lie) fee) Bie) # FLOORS AND -@, 








238 


PRODUCT NEWS 








The planks may be erected on a slab (as 
pictured above) or over a conventional base. 
ment foundation. As each predrilled timber js 
passed down over the rods it is calked along 
the grooves for protection against the weather, 
Corners (below left) are formed by a 4 x 4” 
vertical member milled to fit the end-matching 
of the 4 x 8” horizontal wall members. Lae 
bolts tie the corners together. Door and vial 


dow frames (below right) are held in place 





by the tongues and grooves of adjoining and 
top and bottom timbers. Fixed sash windows 
of all-cedar construction with adjustable ven- 
tilators may be obtained from Apex or pur 
chased locally. The threaded collar (below 
left) beneath the top plate ties the timbers 
tightly together. Flat roofs are bolted into 
the wall in the same way as the wall logs are 


fastened to the foundation (below right) and 





covered with paper, tar and gravel. For a 
pitched roof (below) the rafters are fitted into 
the top timber and the roof handled as in 
conventional construction. 

Vanufacturer: Apex Wood Products, Ine. 
602 Umatilla St., Denver, Col. 


(Continued on page 240) 
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CERTIFIED BALLASTS 


® Recent experience has shown that fluorescent lamps last 50% 
longer when powered by CERTIFIED BALLASTS rather than 
poor quality ballasts that are commercially available. 


This, together with the fact that CERTIFIED BALLASTS assure 
rated light output and long, satisfactory ballast life makes 
CERTIFIED BALLASTS a must in selecting fluorescent equipment. 


CERTIFIED BALLASTS are made to exacting specifications, then 
tested and checked by Electrical Testing Laboratories, Inc. 


*Lead lamps on a two-lamp ballast. 





® Complete information on the types of CERTIFIED 
BALLASTS available from each participating manufacturer 
may be obtained from Electrical Testing Laboratories, Inc., 
East End Avenue at 79th Street, New York, New York. 









Participation in the CERTIFIED BALLAST program is 
open to any manufacturer who complies with the require- 
ments of CERTIFIED BALLAST MANUFACTURERS. 


/ERTIFIED BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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... and for help with the temperature control, 
we'll talk to Honeywell ! 


The architect in Virgil Partch’s cartoon has a mighty engineers—in our 91 different offices—who have a lot 





sound suggestion, because Honeywell can help archi- 
tects and their heating engineers provide the proper 
thermal environment for any client — anywhere — in 
any kind of structure. 

We have a lot of literature on the automatic con- 
trol of all phases of heating, ventilating and air con- 
ditioning. Information you should have in your files. 

And we have a lot of very well informed control 


more information right at their finger tips. 

We sincerely believe we can help you on any proj- 
ect that poses problems of control of any kind — for 
control is Honeywell’s business. 

So, why not talk to Honeywell? Why not write to 
Honeywell for complete information on the pneu- 
matic heating control equipment discussed in the 
column across the page? And why not do it now? 





Honeywell 
Fiat ww Coitiol 
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MH BUS DUCT IS 


= \ FLEXIBLE 





“We know we have 











maximum flexibility with 
Westinghouse BUS DUCT” 


“Our experience with Westinghouse Bus Duct is 
new. Duct has been installed right into the building 
structure, leaving very little of the equipment ex- 
posed—yet we have access to every foot of it, giv- 
ing us availability to all our circuits. We have found 
greater ease of installation and less maintenance. 
All in all, we know we have maximum flexibility 
with Westinghouse Bus Duct’’—says head of Engi- 
neering Department of large Midwestern college. 

You’re money and equipment ahead with 
Westinghouse Bus Duct. Because it comes in com- 
pletely prefabricated units of any desired length up 
to 10 feet, bus duct lends itself as readily to tight 
layouts as to long, open runs—sections are easily 
handled and quickly installed. For expansion 

or change-overs, duct is equipped with plug-in 
openings every foot; units may be dismantled 
and remounted, anywhere, quickly with minimum 
loss of operating time and no loss of duct equip- 
ment. For carrying capacity in limited space, 
Westinghouse Bus Duct has no equal. Be sure with 
Westinghouse quality. 

Your Westinghouse representative can help with 
your power distribution problems. Or write for 
Bus Duct Manual B-4272A, Westinghouse Electric 
Corporation, P. O. Box 868, Pittsburgh 30, Penna. 

J-30045 





' 
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§ 
4 
' 
' 


Ceiling panels provide access to entire length of duct. 





Dark runs on either side of the ceiling mark paths 
of bus duct in Electrical Engineering Building. 
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FIRST CHOICE FOR 


BUILDING OR REMODELING 


Whenever your needs require durable, versatile 
softwoods, you can specify and buy with conidence 
these fine seasoned and graded products of the 
member mills of the Western Pine Association. 





@ IDAHO WHITE PINE 
@ PONDEROSA PINE 
@ SUGAR PINE 





@ LARCH 

© DOUGLAS FIR 

@ WHITE FIR 

@ ENGELMANN SPRUCE 

@ INCENSE CEDAR AND RED CEDAR 
@ LODGEPOLE PINE 


WELL MANUFACTURED Skilled handling and modern 
methods feature every step from forest to loaded car. 
Milling after seasoning assures precise uniform sizes. 


THOROUGHLY SEASONED Seasoning is done at the mill 
in accordance with the most improved practices and under 
supervision of specially trained Association personnel. 


CAREFULLY GRADEB All lumber from member mills is 
graded under the Association’s published rules. Grading 
is constantly supervised and checked by the Association’s 
Grading Bureau. 


WESTERN PINE ASSOCIATION 
YEON BUILDING, PORTLAND 4, OREGON 








america’s finest sinks 


for america’s 
finest buildings 


Architect: Tibbals—Crumley — Musson, Columbus 
Sinks Supplied by: Zeitler Cabinet Co., Columbus 
Elkay Representatwe;: Arthur Gibbons Co., Dayton 2 





the only sink 
AWARDED FASHION 
ACADEMY 

: GOLD MEDAL 
guaranteed to outlast your home FOR EXCELLENCE 
OF DESIGN 


Parklawn Manor selects sinks of 
Elkay Lustertone Stainless Steel to add 
extra value and appeal to its 384 
impressive rental units. They realize 
that the silvery satin of Lustertone’s 
time-honored, time-defying sinks will 
keep their kitchens looking better 
forever—with minimum maintenance. 
Owners know that famous Lustertone 
remains permanently bright, 
unstained and untarnished...never 
needs scouring or bleaching. 
















Write for literature and prices 


. 
elkay manufacturing co., 1898 S. 54th Avenue, Chicago 50 
The World's Oldest Manufacturer of Stainless Stee! Stee! Sinks 





Dun-D-wal. 


- + + @n up-to-date word 
for steel reinforced ma- 
sonry walls 















The faster, lower cost Dur-O-wal method 
of laying up reinforced masonry walls 
adds new design possibilities for the 
modern architect. 


For continuous lateral reinforc- 











ing in block, brick or tile walls or pendable. For specification and 
to tie face brick to back-up block, application information contact 
specify this new patented reinforc- nearest plant. Dur-O-wal Div., 
ing member laid in the mortar Cedar Rapids Block Co., 659 12th 
joint. Dur-O-wal is easy and fast Ave., SW, Cedar Rapids, lowa or 
to handle on the job. Electrically Dur-O-wal Products, Inc., P. 0. 
welded steel, it is economical, de- Box, 628, Syracuse, N. Y. 
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“p&H HOMES,” prefabricated by the 
Harnischfeger Corporation, Houses Divi- 
sion, Port Washington, Wisconsin, are built 

permanence. Important structural mem- 
bers are preserved with Monsanto Penta. 





Idea 
for 
lefense 
building 


gamers 


Build with speed, but build for permanence. That’s 
the idea behind ““P & H Homes,” which have 
important structural members, gables, siding and 
trim treated with Monsanto Penta, the permanent 
wood preservative. It’s a basic idea, because defense 
housing is needed immediately and experience has 


shown that most such projects become permanent 
communities. 


Water-repellent formulations containing Monsanto 
Penta (pentachlorophenol) provide dimensional 
stability so important in prefabricated structures. 
Penta treatment protects against termites and other 
sects that attack wood. Penta prevents decay due 
tofungi. Monsanto Penta can be formulated in clean 
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BUILT ON ASSEMBLY LINES, 
“P&H Homes” are 83% completed when 
shipped. They can be erected with only 
155 hours of on-the-site labor. Harnisch- 
feger production is geared for developing 
communities. 


DIMENSIONAL STABILITY, impor- 
tant in prefabrication, is assured by water- 
repellent formulations of Monsanto Penta. 
Photo shows workmen assembling trusses 
and gables. 


SEMITRAILERS carry “P & H Homes’’ 
to the spot where they are erected. These 
homes mean housing in a hurry, plus econ- 
omy und long life with penta-treated wood. 


treatments so that the wood can be painted or var- 
nished. Years of service prove that penta gives en- 
during protection because it is a stable chemical and 
does not leach nor dissolve in rain or ground water. 


Whether you’re building a home or a hangar ...a 
platform or a pavilion . . . you can put longer life 
into the structure with Monsanto Penta. For infor- 
mation on Monsanto Penta and for sources of sup- 
ply of penta formulations or penta-treated lumber, 
contact the nearest Monsanto Sales Office or write 
MONSANTO CHEMICAL COMPANY, Organic 
Chemicals Division, 1752-E South Second Street, 
St. Louis 4, Missouri. 


DISTRICT SALES OFFICES: Birmingham, Boston, 
Charlotte, Chicago, Cincinnati, Cleveland, 
Detroit, Houston, Los Angeles, New York, Phila- 
delphia, Portland, Ore., San Francisco, Seattle. 
In Canada, Monsanto (Canada) Ltd., Montreal. 


MONSANTO 


CHEMICALS ~ PLASTICS 



















SERVING INDUSTRY... WHICH SERVES MANKIND 
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MR. BUILDER: 


‘Here’s The TV Socket 





Your Clients Ask For! 


Home-makers today want the convenience offered by 
MOSLEY Flush Mounted TV Lead-in Wall Sockets. 
inconspicuous yet efficient sockets provide a neater method 
of bringing TV lead-in into the building and at the same 
time permit greater flexibility in decorating since several 
sockets can be installed in a room and the TV set moved 
freely to fit into any furniture placement scheme. Sockets 
fit standard metal electrical outlet boxes and receptacle 
plates and are intended for use with standard 300 ohm 
They are easily installed in existing 
structures as well as those under construction. 

MOSLEY Flush Sockets are designed especially for this 
purpose and will provide BETTER TV PICTURES THROUGH 
INSTALLATION. Available at 


transmission line. 


MORE EFFICIENT 
Radio Jobbers everywhere. 













These 


leading 


Cot. F-1, 


lead-in. 


Write for additional details on these 
and other MOSLEY TV installation 
combination 
Flush Sockets for both transmission 
line multi-wire rotator control cable 
and the unique MOSLEY Socket- 
facilities for 
switching TV set to any one of 


accessories including 


Switch providing 


three antennas. 





Single Flush Socket. 
For single antenna 


MOSLEY 












you can 
see that 


is the whitest 


















es white 


sawhite cement! 


You'll get fine results with this extra white 
cement. It’s true Portland Cement made 

to ASTM and Federal Specifications. If your 
dealer does not have it, write the office 
nearest you: Trinity Portland Cement Division, 
General Portland Cement Co., 
111 West Monroe St., Chicago; Republic Bank 
Bidg., Dallas; 816 W. 5th St., Los Angeles. 


Practically a new book 
Dara 


sources have been translated into the 
graphic form for the architect, engin- 
eer, and builder 
checked for ACCURACY. 

50 pages of index 

Each of the 566 plates is indexed 
under every conceivable heading, to 
make this edition the handiest ever 
published. An Inventory of the Con- 
tents appears on the end papers, front, 
and back. The plates themselves are 
arranged in the usual order of build- 


standard packed into the new Fourth By 
Edition of Architectural Graphic Ramsey 
Standards. 

and 















368 new plates 

151 pages revised 

11,560 index references 

566 plates in the new FOURTH EDITION 


drawn from thousands of 





checked and re- ae 


ing, with related subjects on facing 


pages. You'll find every imaginable 





1951 

614 pages 
934x114, in. 
$10.00 


Sleeper 


APPROVAL COUPON 
JOHN WILEY & SONS, INC., Dept. MB-65) 
440 Fourth Ave., New York 16, N. Y, 

On 10 days’ 
Sleeper’s 





approval, send 


Ramsey. 
Architectural 


Graphic Stand 
ards, Fourth Edition. 1 will remit $10.0€ 
plus postage or return book postpaid, ! 
(Offer not valid outside U.S.) 


| 
! 
! 
| 
| 
| 
} 
I 
i 
Name .....0.cccscescces stun nena 
! 
| 
} 
| 
| 
| 








Address ee ee ee ee 
Tn ala Gino ela Zone....State.... 4 
Employed by.......++es0»sueneeneeee 
SAVE POSTAGE—We pay postage if 


you enclose $10.00 now. Money back on 
same return privilege. 








Architect: Irwin Jones, N.Y. 


LOOK tor LASTING quaity 

















Specify CABOT’S COLLOPAKES 


Houses painted with Cabot’s Collopakes keep their 
neat, newly-painted look for years. Patented Collopaking 
process inseparably unites pure pigments and wear-resist- 
ant oils. Results in a porcelain-smooth finish that lasts wee 
won't collect dirt. 

Cabot’s Collopakes come in a wide range of lively, 
attractive colors, many available from no other source..- 


give appealing variety to multiple 
CABOT’S 


house projects. 


WRITE TODAY... 


for Color Card and complete information 
about Cabot’s Collopakes, Samuel Cabot, 
Inc., 630 Oliver Bldg., Boston 9, Mass. 


COLLOPAKES 
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6710 DENTON DRIVE 
DALLAS 9, TEXAS 


CORPORATION 
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STOP HEAT LOSS with 
KORK-PAK...The INSULATING 


VAPOR SEAL 


ed @ NON-EXTRUDING 
ASPHALT Y" Pgh) @ WATERPROOF 

PAPER 4 Ss @ GREATER RESILIENCY 
@ LOW MATERIAL Cost 












CORK GRANULES 
and ASPHALT DOUBLE LAYER 
' _ {s ASPHALT PAPER 





— Install KORK-PAK at the slab- 

footing joint to prevent heat loss 

Always opecify through concrete floor slabs in base- 

AWS mentiess houses and structures on 

FOR HIGHEST QUALITY ap presi anal — 

efficiency PLUS the highest insulating 

@ Sanitary Drinking Fountains factor of any similar material. KORK-PAK'S low cost and 

@ Electric Water Coolers easy handling make it ideal for many applications such as 

o Drinking Faucets, Equipment, Filters Sill Vapor Seal, Glass Building Block Seal, Joint Filler, etc., 
and Accessories in every type of construction. 


Stir SS Write for complete details, 


= illustrated circular and samples. 


QUALITY 
PROOUCTY 











A reputation for reliability since 1909. 
Check in Sweet's or write for HAWS catalog. 


‘ HAWS DRINKING FAUCET CO. 


TREET e 709) BERKELEY 1 CALIFORNIA 


SERVICISED PRODUCTS CORP. 


6051 W. 65th ST., CHICAGO 38, ILL. 


nA 





























YOUR HOMES 
SELL BETTER 





tee 











LOCKS USED IN SUPER 3 . 
MARKET INSTALLATION The FASCO Ventilator Line is with dependable 


complete. Models for ceiling, 


inside or outside walls. & &e 4 Li oO 
The versatility of Adams-Rite Series 0161 Horizontal 





Locks for use on doors without stiles is well illustrated oh KITCHEN 
Levitt & Sons, 
in the installation recently made by Rowland Craw- Amesten’s VENTILATORS 
ford, Architect, in the “El Rancho” super market, largest home More and more women are insisting on a@ kitchen 
Arcadia, California. These locks can be installed in builders, have ventilator in their new home. They know it keeps the 


featured FASCO home fresh, clean, and free from cooking odors. They 


any tempered glass door top or bottom channel. for years. want it quiet, automatic, smartly styled, and dependable 








i i tilator. 
Four sizes, with single or double bolts and one or - +. in short, they want « FASCO kitchen ven 
two cylinders. 





Easily installed. Fit all thicknesses of walls. Very in 
expensive. A big home selling feature item. 


WRITE TODAY FOR COMPLETE INFORMATION 
~__Ldormerty ¥. A. SMITH MFG. CO. IN 


FASCO \ndustries, Inc. 





ino ilieictchdiniciiastienaitsittaiishtneiinninnineasiin: an to 





Write for Catalog 
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GOOD BRICKWORK = GOOD DESIGN + GOOD WORKMANSHIP + GOOD MATERIALS 


WET THE 
BRICK 


TO SECURE A 


WATERTIGHT 








When placed flat in \%4-inch of water for one 
minute, a brick should gain not more than 20 
grams (7/10 oz.) 


trated at top left. If the tested brick gains 
more than 1 ounce in weight, all brick 
should be thoroughly wet just before they 
ore used. 





good initial bond between brick and 
mortar depends (1) upon the suction 


ee me 


A good bond was not secured here because the rs ® ; ae 
brick on which the mortar was spread had sucked rate of the brick, and (2) the water-retaining 


the mortar dry, before the brick was laid. capacity of the mortar. 


If the absorption rate of the brick is too high 
at the time they are laid, they will suck the 
water out of the mortar too fast, even though 
the mortar has high water-retaining capacity. 
A thorough wetting of the brick just before 
they are laid is the only way to be sure they 
will have a low enough rate of absorption. 


BRIXMENT 


Brixment mortar has higher water-retaining 
capacity and stays soft and plastic longer when 
spread on porous brick. This helps secure a 
good, watertight bond. 





A good bond was secured here because the mortar 
was not sucked dry too fast. 





LOUISVILLE CEMENT COMPANY, Incorporated, LOUISVILLE, KENTUCKY 
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how to Wake 


Wall Decorating Dollars 
Buy More Value 








—— OES a a 
Fn nates Time pm ren > me 


gees 


AS ESE DAE: 


WALL- TEX 


fabric wall coverings 


i, 
‘4 
is 
d 
Hi 


<a — 
‘S" Guaranteed by ® 
Good Housekeeping 
£0 » 


7 O 
45 aovcarsstd 





When comparing and selecting materials to meet today’s build- 
ing requirements, consider the many special features of Wall- 
Tex Fabric Wall Coverings. Investors, buyers and tenants for 
every type of building welcome the plaster crack control—the 
safely washable colors and finishes—the enduring beauty that 
makes Wall-Tex a sound investment in decoration for the 
years ahead. Send for sample swatches and folder that shows 
why Wall-Tex fits so perfectly into today’s building picture. 


new file folder 


Contains hasic information, technical data 
and table for figuring rolls for any size 
room, Describes service features, shows re- 
cent applications, includes sample swatches 
and group of decorator-styled patterns. Also 
describes different types of Wall-Tex avail- 
able. Copy free to architects and builders. 
»Mail the coupon. 





es ne 
See cape a 


Columbus Coated Fabrics Corporation, 
Dept. AF-61, Columbus 16, Ohio 
Send your free Wall-Tex file of information and sample swatches. 


Name. 





Street 





Town and State 
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toward better 
understanding 


Now, as never before, there is q need for 
a true picture abroad of life in the y. $. 
You can help create better understanding 
by sending copies of The Magazine of 
BUILDING (when you are through with 
them) to a friend or relative abroad, or 
to a U. S. Information Library. 

The Magazine of BUILDING’s editorial coy. 
erage—reporting trends and develop. 
ments in design, construction, financing, 
new products, significant legislation, etc. 
—presents an authoritative and vital pic- 


ture of the American way. 


it costs only 1'/2 cents to mail 2 oz. of 
printed matter anywhere in the world. 
Just by rolling a copy of this magazine in 
brown paper—leaving the ends open 
and marking it ‘Printed Matter’’—you 
can contribute to the free exchange of 


ideas which will help assure Peace. 


if you donate your magazine to the 
U. S. Information Library, please send 


it to one of the addresses below:— 


c/o American Embassy at: 
Ankara, Turkey 
Athens, Greece 
Buenos Aires, Argentina 
Cairo, Egypt 
New Delhi, India 
The Hague, Netherlands 
London, England 
Manila, Philippines 
Mexico City, Mexico 
Montevideo, Uruguay 
Paris, France 
Rangoon, Burma 
Rome, Italy 
Stockholm, Sweden 
Warsaw, Poland 


c/o American Legation at: 
Bern, Switzerland 
Budapest, Hungary 
c/o American Consulate 
General at: 
Batavia, Java-Indonesia 
Sydney, Australia 
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The THORO System Products 


specified 


Here's what John F. Templin, 





outstanding General Contractor, 
Lakeland, Florida, has to say. 





al Contractors 
err grees? 
@ao &* FLORIDA 


nal KELAND- 


Long: aucts> 
Mr. Bert t ry Wall yee 
stanggle Penne: 


famous Thoro System Product 
materials have been given a ru 


tops on most home Duulders progr: 


Weatherina » elements of Florida has been a con The range of colors and the lasting br 
} tinuous battle for years most contractors in a climate seal and Quickseal makes them a 


tf heavy rains, boiling sun and hurricane winds. That's feature for the contractor who emy 
why you'll find leading b 21s recommending the esbesthestttis Mere. 1 


) 39 YEARS OF SOUND BUSINESS REPUTATION 


EXPERIENCE, in the preparation of materials for masonry With THORO System Products 
protection and maintenance in every case means 100% protection by complete sealir 
success or failure ombined with exceptional beauty 


Write today for our new 20 page brochure 17-A and designer's wall chart. 





Sindard Du Wall Products 


NEW EAGLE PENNSYLVANIA 
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en and black advertisement 


an Close the Sale” 


Cabot, | 
Cambri 
Canvas 








This R-O-'W full page, gre 
‘‘Eeature that C 
Carey, 


e-minded readers of cn. 


Carrier 





will be PRE-selling the 
to more than 3,600,000 hom 
MES AND GARDENS— July Issue--> Caseme 






































BETTER HO Ceeo Si 
Wd AT Cc H Ceil He 
Celotex 
Certain. 
Tie-in nee ‘ Certifie 
i ve merchandising aids such as counter cards, Chase I 
a window stickers, newsmats, etc. are available at Chicope 
no charge. Just ask your R-O-W salesman. ta 
i inwiea Columl) 
a ° i a OOP ECE CC 00 HORS Co eee ce Concre: 
eeeeeee eeeeee ° 
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pECIFICATION AND 
YING INDEX 


—. 
The advertising pages of The Magazine of BUILDING are the 








recognized market place for those engaged in building. A 
house or any building could be built completely of products 
advertised here. While it is not possible to certify building 
products, it is possible to open these pages only to those manu- 


jacturers whose reputation merits confidence. 


Adams & NN SERRE EE ETE 
Reamemibe Mig. Co. .......... 0s ccesiccccescscpeccscesess 260 
Afiliated Gas Equipment, Inc. (Bryant Heater Division)..... 50 
Aluminum Company of America (Alcoa) -......-..c00. 208, 209 
American Bleached Shellac Manufacturers Assoc., Inc. ...... 230 
American Brass Company, The................00+-eeeeeeees 39 
American Hardware Corporation, The (P. & F. Corbin Divi- 
EE dds Ken 66 8009 56 hSN 05h so ee sees wOEl 122 
American Hardware Corp., The (Russell & Erwin Division) .. 249 
American Lumber & Treating Co. .................... yi ae 
American Radiator & Standard Sanitary Corporation...... 98, 99 
American Telephone & Telegraph Company................. 87 
TE MEMEIOE CD, 0.6. oa 00 bse ts 0600 cece naatinnes, Oe 
i A ONG. yo oc a Bialcis 454s Kanes. oe cm 42, 43, 231 
Auto-Lok Aluminum Awning Windows (Ludman Corpora- 
EE as 4 66's 4 bind oreo OR AON OPEN oie bk hele balsbe coe 126, 127 
Automatic Sprinkler Corp. of America..................... 232 


Bakelite Company, Division of Union Carbide and Carbon 


Ns De bidk's Sate RUS 6s Sica UERaN ee ee kONeewe Mean 236 
i  AIRCUORG 6.66 oo.c.c ik b's s-da'e e's cdeoeeederiaes 36 
ML. oan sd av'4 oe pe Sek s 5 Hae CR RENE CAR CEES E 7 
EE I ae te ag a rp ea 128 
ee i eS a ek Ut ieee 2 
Bryant Heater Division (Affiliated Gas Equipment, Inc.).... 50 
The Magazine of BUILDING .....................234, 258, 262 
Tn gs wa vad oubib baie ddawey cee 256 
Cambridge Tile Manufacturing Company, The............ Cover Il 
Canvas Awning Institute, Inc., The....................:-.-- 226 
Carey, Philip, Manufacturing Company .................... 257 
I ea ee pense oneh ewecdch SUGe 134 
I at Owns Ceack dass ube s caindegpese sadece 233 
Casememt Hardware Company, The...................002005 116 
Ceco Steel Products Corporation. ...............0s.eee00: 80, 81 
Cedar Rapids Block Company (Dur-O-Wal Division)........ 248 
Ceil Heat Division (Homes, Inc.) ...........000cceeeeeeeee 212 
IRN I ite 5s. ah os 6 bernie bean die Lae 
Certain-teed Products Corporation...............0.eeeeeee- 24 
Certified Ballast Manufacturers (Equipment)............... 241 
Chase Brass & Copper Co., Inc. ..............ccccesceeess 218 
Chicopee Manufacturing Corporation...................5:: 72 
I, Alig 2 SEE SS Rd es BS A 46 
Columlus Coated Fabrics Se cass seach s aes 4 ented 262 
Coneree Reinforcing Steel Institute....................... 225 
Corbin Division, P. & F. (The American Hardware Corpora- 

ahi n ents aewerwdbora ca Sit bike Mas eneheoehade’ 122 
EEE OE Oe Lhe a oa he 
ne RAR ARSE AE RA RRS Fo 230 
Curtis Ne i el a aad o's ws on ip a oh aha 
Curtis Refrigerating Division (Curtis Mfg. Co.)............. 227 
Cyclotherm I A a 124 
Deco Sales Division (U. S. go LS as ree 17 
Detroit Steel Products RAMON inks Sinn b5 Neo ined Opp. 71, 222 
Dodge Cork ia MN, <.ccclatanuuvads. Lise tie senkes ween 244 
Douglas Fir Ee SE IG, aC y 88, 89 
Dravo RTE OS RSET ERC ene 74, 75 
Dunbar Furniture Manufacturing Company................. 254 
Dur-0-Wal Division (Cedar Rapids Block Coe.) ...2.¢ 6s ccecee 248 
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packaged unit 


IT'S COMPACT. The small home owner needs room 
—and more room—for gracious, comfortable living. 
Here's a beautifully finished tuck-away boiler that 
gives him that needed space. The Venko Packaged 
Unit can be installed in a cupboard, alcove or in 
other small spaces. Easy accessibility to all controls 
and operating parts is assured because they are con- 
veniently grouped at the front of the boiler. 


IT’S THRIFTY. The Venko Packaged Unit is a boon 
to your low income customer. It burns just enough fuel 
—no more. Heavy insulation prevents loss of heat— 
another saving of fuel. The Venko boiler is tops in 
efficiency too. Especially selected tested controls give 
quick response to calls for heat and domestic hot 
water. It's engineered with the same skill that has 
made KOVEN a leader in steel fabrication for over 
seventy years. 


IT’S COMPLETELY PACKAGED FOR QUICK IN- 
STALLATION. The Venko Packaged Unit is easy to 
install. The burner, chamber, circulator and operat- 
ing controls are built in and properly wired at the 
factory and all other equipment is included in the 
package. There’s no delay waiting for missing parts. 
The boiler is ready to install. 


NATIONALLY ADVERTISED. Write today for literature 
that tells why you should recommend a Venko Boiler 
Packaged Unit for your next installation. 
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a Eljer Company Ri iin nnn cee NE Sin Cov 93 Otis Ele’ 
os Sti / Elkay Manufacturing Co. 0.2.00... 2000s seis al —? 
4 PN ey SND voc ibe ses ce ccsccced stamens 7 
ch os as do a> oaicclicl ue ee Parkay, 
: srowing. ee Fiat Metal Manufacturing Company.................. * Pease W 
i} oe gS ROREE oR ERR ici ee . Peelle C 
} ' , | y Flynn, Michael, Manufacturing COMPONT. 0666. . ooe ee . Pittsbur 
a> = : fs we “ Frigidaire Division (General Motors Corporation) ...... se 2 Pittsbur 
\ ia ea eo ON « $3, Plaswoo 
a General Electric Company .................... 10, fy Perete , 
i SE en ee ~ ae 7: : — 
General Motors Corporation (Frigidaire Division)... .. ; : ; is 69 Pyle-Na' 
ON NN UE wane iia cscyoc0scnrnatececunsan 953 ) 
Goodyear Tire & Rubber Co, ...................00c0000..,, 58 Revere | 
Granco Steel Products Co. (Subsidiary of Granite City Steel) 249 | Reynold 
Grand Rapids Hardware Company ......................... 234 | Roberts 
SE IED, Nn Sn Showeancy es cecctadncwcasaes colin 220 Roddis 
Great Lakes Steel Corp. (Stran-Steel Division) ............. 44 Rowe \ 
UI og 5 oh anes 00 6s00ss0edhiuncececnacaen 213 R.0.W. 
Guth, Edwin F., Company, The......................... 14, 15 Rubber 
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Milcor self-supporting window stools with removable 
facia panels installed in Boston University School of 
Theology by illaby Fireproofing Co., Cambridge, Mass. 


Architect: Cram and Ferguson, Boston, Mass. 
General Contractor: Turner Construction Co., Boston, Mass. 
Metal Trim Sub-contractor: Dillaby Fireproofing Co., Cambridge, Mass. 
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EXTRA FEATURES . .. EXTRA CONVENIENCE . . . EXTRA SATISFACTION 


Note the features and you'll see why the Eljer 
Legation Bathtub is in such demand. This special 
tub ... an outstanding member of Eljer’s complete 
bathtub line . . . offers your clients plus advantages 
found in no other tub. It gives you the opportunity 
to add extra convenience and satisfaction to the 
homes that you are planning. 

Here are Legation features: thick, vitreous enamel 


over a rugged, rigid, cast-iron base; comfortable end- 


fit PA YOU, Ma LA “d~ because we 


seat; low front rim; wide, flat bottom for safety’s 
sake; easy-to-clean rectangular shape; extra-wide 
front rim-seat; superb beauty; 542’ length; white or 
pastel colors. 

The Eljer Line also includes a complete assortment 
of recessed and corner tubs in many sizes. For infor- 
mation, see the nearest Eljer Distributor or write to 
Eljer Co., Ford City, Pa. Specify Eljer and you 
specify extra convenience and extra satisfaction. 


specialize in Plumbing Fixtures and Brass 
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OVERHEAD DOOR CORPORATI! 








| , Hartford City, Indiana, U.S.A. 4 
MANUFACTURING DIVISIONS _ 
GLENDALE, CALIFORNIA DETROIT, MICHIGAN HILLSIDE, NEW JERSEY CORTLAND, NEW 


OKLAHOMA CITY, OKLAHOMA PORTLAND, OREGON LEWISTOWN, PENNSYLVANIA DALLAS, TEXAS” 





COPYRIGHT, 1951, OVERHEAD DOOR CORPORATION , 
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, POWER TAKE-OFFS 


| AND CLUTCHES 


ma The well-known Rockford heavy-duty clutches and power take-offs 
—— | are now being made by us at Leamington Spa. They are used with 
tindustrial petrol, paraffin and diesel engines driving agricultural 
machines, road rollers, generators, winches, pumpsand other machines. 
These clutches are expressly made for heavy duty, have a toggle 
action which holds the clutch firmly in the ‘in’ or ‘out’ position 
} without end thrust. The only adjustment necessary can be made 
; without the need for special tools or the manipulation of special 
+ locking devices. 


Rockford clutches, and when necessary, power take-offs, are made for 


powers up to 13.6 h.p. per 100'r.p.m or a maximum torque of 
1050 Ibs. /ft. 


A power pack fitted with the Rockford clutch and power take-off can 
RATION be used for any normal or emergency purpose, including the driving 
m Of generators in series. 





—— 


. 





Descriptive catalogue, with list of standard sizes, on application from: 


mM BORG & BECK COMPANY LTD. Leamington Spa, England 
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 _ SPIRAL BEVEL GEARS, FOR ALL PURPOSES 


para | Here is yet another application of N.M:C. Gleason Generated 


emer aaa Spiral Bevels. The illustration shows a Spiral Bevel Unit 
Sip. ea 4 : ; 
ae for a Suction Dredger. Let us quote you for Spiral Bevels, 


Worm Gears, Straight 
and Helical Gears, either 


enclosed or wheels only. 






VINSBOROUGH. 


<b sen 


+ fe 
ihe 

LTD 
es 
ere 5 Lor 
eae > Exe 


THE NORTHERN MANUFACTURING CO., 


© 
. 
c 


~ 


“~ 


2 




















“T@RAAIG* 
LIFTING MAGNETS , 














IN STEEL MILLS - SCRAP YARDS <= RAILWAY SIDINGS 
FOUNDRIES ~- DOCKS: wherever iron or steel is handled 
IGRANIC LIFTING MAGNETS CAN SAVE 25% OF YOUR 
HANDLING COSTS. The hundreds in use offer daily testimony 
to the engineering and manufacturing skill that has for years 
produced specialised electro-magnetic devices of unequalled 


performance. 


The latest addition to the range is the 77” dia. circular pattern. 

Weighing 7 tons, this ‘leviathan’ is capable of handling 40 TONS 

OF SLABS PER LIFT AND HAS TWICE THE LIFTING CAPACITY 

OF THE 65” — the next smaller size. FOR 


The few applications shown in the composite picture below illustrate FASTER 


the circular pattern. Also available are the Rectangular Pattern for SAFER 
sheets, ingots, rails, and rolled sections and the Multipolar Pattern AND 


CHEAPER 
NO MATTER WHAT YOUR METAL HANDLING JOB MAY 
BE AN IGRANIC MAGNET CAN BE OFFERED TO MEET HANDLING! 
YOUR SPECIFIC NEEDS. 


for coils of rolled strip on end. 


Baw “=e 


L " 


5 IGRANIC ELECTRIC CO. LTD., HEAD OFFICE & WORKS, BEDFORD. 


London - Birmingham - Bristol - Cardiff - Glasgow - Leeds - Manchester - Newcastle - Sheffield 


Export Department : Victoria Station House, I9!, Victoria Street, S.W.|1. Cablegrams : Igranic London 
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Flameproof Switchgear 


BTH flameproof mining-type switchgear 
now in production, is the result of many 
years of development and improvement. 
Its outstanding features include: tested 
short-circuit ratings .of 25 and 50 MVA on 
3,300 volts; air-insulated busbars, permit- 
ting close grouping; externally adjusted 
over-current trips, and adjustable direct- 
acting earth fault trip; either portable 
earthing bridge or integral 
earthing switch, as preferred: 
universal-type detachable cable 
boxes; alternatively flit-plugs. 
BTH have been installing equip- 


BTH Class BP flameproof distri- 
bution switchboard installed 
underground, — 


THE 


THOMSON-HOUSTON 


COMPANY LIMITED, WILLESDEN, ENGLAND 


ment in mines for over half a century, and 
one reason for their world-wide reputation 
is the extensive research undertaken into 
the requirements of the mining industry. 
Backed by unrivalled manufacturing re- 
sources, BTH is today taking a leading 
part in the supply of equipment for recon- 
struction and modernisation schemes both 
in this country and abroad. 
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hundred and one other structures 
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Benue Bridge, Nigeria 
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THE NAME OF SIR WILLIAM ARROL takes the mind back to the 
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days when the Forth Bridge might have been considered one of 
the Wonders of the World. Since then, many tides have ebbed 
and flowed under the famous Bridge—but the experience gained 
and the lessons learned in its construction have been handed 
down through the years. On that sure foundation have been 
built progressive ideas on new processes and methods of con- 
struction which place Arrol essentially in the forefront of Bridge- 
building of every type, including the provision of the machinery 












for opening spans. 
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All types of Steel Framed Buildings, Fixed and Opening bridges, 
Cranes and Mechanical Engineering work, Dock Gates, Sliding 
and Floating Caissons, Compressed Air Locks, Hydraulic 
Machinery, Pipe Lines, Surge Tanks, Sluices and other equip- 
ment for Hydro-Electric Stations. 


Forth Bridge, Scotland 


} 
SIR WILLIAM ARROL & CO. LTD., GLASGOW 
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uses COMPO BEARINGS 


The-pleasing, clean line of the Hotpoint Cabinet Washing Machine is in 
keeping with the quiet, smooth-running mechanism which operates it. 
Compo Bearings are used at six points in the drive, providing their own 
lubrication and so helping to make light of the family wash. This 
self-lubricating quality of Compo is derived from the porous structure 
of the metal which is impregnated with oil. By capillary attraction 
the oil is fed to the bearing surface so that a constant film exists between bearing and shaft, varied 
according to speed and temperature. This regulated lubrication is ideal for inaccessible applications, 


where constant attention is not desirable. Compo may provide the answer to your own bearing problem. 


COMPO 
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BOUND BROOK BEARINGS (GB) LIMITED 
TRENT VALLEY TRADING i ivfield ESTATE - LICHFIELD - STAFFS 
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